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Same handsome cabinet beauty as in 
the No. 121 board. Connects to either 
manual or dial exchange. Each cord 








circuit equipped with ringing key, 
ring-back key, listening key and dial- 
ing key, if the latter is required. 
Capacity: 80 lines; equipped with 20 
lines, 3 trunks and 5 connecting cir- 
cuits; or 10 lines, 2 trunks and 5 con- 


necting circuits. 


- 


Cordless beauty, ideal in ex- 

ecutive-type offices. Connects 

to manual or dial exchange, 

with operator or station dialing. 

Equipped with 12 lines, 3 NO 104 
trunks and 5 connecting cir- a - si 
cuits; or 16 lines, 5 trunks and ee PBX 

5 connecting circuits. 


Cordless switchboard recom- 
mended for use where a clerk 
or stenographer is telephone 
operator, too. Connects to a 
common-battery central ex- 
change or, with slight change, 


SB i, OE te AONE” PEN 0 


to a dial office. For use as a 
Private Exchange System, up to 
10 lines, or as a Private Branch 
Exchange, up to 10 lines and 3 
trunks to the main exchange. 


? 
. T R @) M fs E R e - €: A R | S @) N Factory, General Offices: Rochester 3, N. Y. Branch Offic 


TELEPHONES, SWITCHBOARDS + SOUND EQUIPMENT AND ELECTRONIC CARILLONS * INDUS#R! 

















FLASHES 
AND PLUGS 











NEW LOOK BOOTHS. Telephone booths with a new look— 
glass doors from top to bottom—are now being installed by the 
New York Telephone Co. and other Bell companies. 

Their ability to reveal all that goes on inside has caught the 
fancy of a writer in a recent issue of Collier's magazine. 

“If the Bell System has its way.’ he comments, “disheveled 
maidens beyond the reach of a dressing room will no longer be 
able to straighten stockings and attend to similar urgent matters. 

“Despite the occasional use of its property for the arrangement 
of attire, for love-making, murders and overnight lodging, Bell 
insists that the primary purpose of a telephone booth is for making 
calls,” adds the writer. 

He then goes on to point out other improvements embodied in 
the booth. A fourfold increase in lighting enables the telephone 
user to see clearly what he is doing. A ventilator ejects his cigarette 


smoke, brings in fresh air. Each booth also contains a seat. 
e © e@ 


WATERLOO FOR ROMEO. A 28-year-old Hoboken, N. J., man 
who found a shorteut on the road to romance was detoured before 
a police court judge not long ago. 

Police said he carefully read divorce stories in newspapers and 
if he liked the looks of girls seeking divorce he would telephone 
them and try to make dates. 

One divorcee showed her appreciation for his attentions by 
telling police. They told her to make a date with him. She did, 
and when he appeared so did police. 

The judge gave him a suspended sentence of 75 days in jail 
and placed him on a year’s probation. 


CONSOLATION. felephone operators in Budapest have been 
instructed to answer calls with: “Eljen  Sztalin, kivel ohajt 
beszelni?” (Hurrah for Stalin, to whom do you wish to speak?) 
Things could be worse. Imagine the poor operators’ dilemma if 

I I 


he still used his original name—Dzhuegashvili! 


NEW DUTIES FOR DOGDOM. The Gaines dog research cen- 
ter, Memphis, Tenn., reports that Toto, a fox terrier, answers the 
telephone at a Natchez, Miss., home by taking the receiver off the 


hook and barking. 


PAYMENT FOR GUILT. An anonymous man in Canberra, Aus- 
tralia, mailed $1.15 to the Postmaster-General’s Department, ex- 
plaining that a few years ago he saw someone steal a telephone 
book from the department and didn’t report it. 

“Since then,’ wrote the conscience-stricken citizen, “ve felt I 


share the thief’s guilt.” 


A "FIRST" FOR BELGIUM. Belgium claims to be the first 
European country to install public telephone booths on = trains. 
They have been fitted in the trains that run on the Brussels- 
Charleroi electric line. 

Passengers can talk by radio with any telephone subscriber in 
Belgium for the equivalent of 28 cents. 


6 








Vetephon 


THE JOURNAL OF THE TELEPHONE INDUSTRY 





December 30, 1950 


THE OPERATOR'S CORNER 
By Mayme Workman 


IN THE NATION'S CAPITAL ? 
By Francis X. Welch 


USITA COMMITTEES FOR 1950-51 2 


THE PLANT MAN'S NOTEBOOK 5 
By Ray Blain 
SMALL COMPANY FINANCING THEME O 
ALABAMA MEETING 
By W. F. Corman 


wT 





NATIONAL DEFENSE PLANS HOLD 


OKLAHOMANS' INTEREST 2 
By O. D. Hall 
NPA ISSUES ORDERS ON USE OF NICKEL 
AND ZINC 26 


COURTS AND COMMISSIONS 


RULES CDO STATIONS EFFECT WAGE-HOUR 
EXEMPTION 





ii. D. FARGO, Jr., President & Advertising Manage 
R. C. RENO, Vice-President & Editor 
H. D. FARGO, Vice-President & Treasurer 
A. J. STULTS, Secretary & Western Manager 
LUCILLE BROWN, Associate Editor 
DAN FARGO, Associate Ed 
RAY BLAIN, Technical Editor 
FRANCIS X. WELCH, Fashington Editor 
MAYME WORKMAN, Traffic Editor 
VIVIAN RYDEN, Circulation Manager 





Published by 
TELEPHONY PUBLISHING CORP. 


Vol. 139, No. 27. Published every week on Saturday by 
TELEPHONY PUBLISHING CORPORATION, 608 South Dear 
born St., Chicago (5), Ill. 15 cents per copy (except special! 
issues). Subscription $3.00 per year U. S. and Countries in 
U. S. Spanish Postal Zone; $4 Canada; $5 Other Countries 
Entered as second class matter at the Post Office at Ch 
cago, Ill., under the Act of March 3, 1879 


Telephone WA bash 2-2435 


608 S. Dearborn St., Chicago (5), Hl. 
uw. S. A. 








TELEPHON 














VERTONES are _ familiar to 
traffic people. We have heard 
ibout them for some time in 

the trafhe and commercial de- 

ents of telephone companies. 

I eve}! tne customers we serve are 
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I by telephone companies and 
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i ! the article n the Cn 
hnqguire? The woman spoke 


Ke! “nglish. And she 


1; of being 


told a 
SlOTY ot adesperatiol 
vith that killer TB which would 
of her two smal] 


a hospital; 
ters who would have to go to the 
during her illness, perhaps 
ladies; of 


to help 


were full grown 
she wouldn’t have anyone 
‘What can I do?’ 
phone. No, she 
friend. 


she cried over the 
talking to 
had 
ide what started out to be a business 

to the 
nted to 

That 
“But it 


wasn’t 
She 


ong 


simply 
telephone company. She 
taken 


business. 


have her telephone 
Strictly 


into a 


was all. 


turned warm friend- 
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telephone girl; one of over a hundred 
known 
tives of the Cincinnati & 
Bell Telephone Co. 
This 


co-workers virtually 


who are as service representa 
Suburban 


Tel 


some of he 


and Citizens 


phone Co. girl and 


‘adopted’ the 


’ } | 
woman and her daughters. 


‘That’s typical of the behind-the 


scenes experiences of the ‘personality 


rirls’ who serve as ora ambassadors 





for the local telephone company.” 
According to one ir the service rep 
resentatives interviewed by the writer, 
Morris Messick, “If vant to meet 
people and pet y ( cross SecTlol 
i then eas, there S »b Ke tnis 
sometimes we ta ma is 0 
nerso? a da Some | e a complaint 
(Others 1est ms ? robiems Ay { 
i tev ist ant te ‘ col! ersatior 
The cnalienge, ~ eq the Service 
presentat n Ss i sTyY eacl ne 
ind alt ntelligent ariec il 
ects 1ealing ad ect th tine tele 
none I to ne ace i? ike 
Te¢ rt i Tc ’ ‘ t 
ale 
secret i ec! l 
f ( < ( ~ é { | 
ea nigt aegr rec 1 yma ( 
speec! combined it! ne company 
aea of! pleasing Sé f | mn tne 
company standpoint t Is educated 
ethics on how to deal with a custome) 
how to put a smile 1 1 O1ce 
‘In layman’s parlancé it is frosting 
for the cake. It’s hard » pu you 
finger on ‘overtones.’ It’s an acquired 
pitch of the voice plus mannerisms 
that make ‘I’ll be glad to help you,’ o1 


made a mi 


‘T’m sorry we stake’ sound 
completely sincere. 

“That’s functions of the 
service representatives are so 
tant. Thei built 
the natural aptitudes and training, are 
that 


the public in its business dealing with 


why the 
impor- 
personalities, upon 


generally the first factors greet 


the company.” 

Small 
companies may not use the term 
they 


and medium sized telephone 


*“serv- 


ice representatives,” but have 


them nevertheless. They may be called 


chief operator, cashier, bookkeeper, 


commercial representative; the title is 
they 


not important, but the service 


render is all important. If you follow 


article 


forth in the 


the practice set 


appearing in the Enquirer, you too, 


can be an ambassador of good will 


desire to do a 


tone of 


The Sincere EC 


rood iob 


reflected in you voice and 


manner, wil impress the customer 


Girls in small and medium 


favorably. 
exchanges can put the frosting 


They 


Sized 


on cake, too have perhaps a 


better opportunity of doing so, being 


and interests 
What 
technique can be 


this ad 


familiar with the habits 


of their customers. they may 
aCn ill (raining: ana 
offset to a great extent by 


You, too, can be ambassadors 


of good will, radiating interest and a 
spirit of elpfulnmess in serving yout 
customers 

The article, appearing in the E> 
jucrer, spoke of another type of service 
representative, a “no numbers” girl 
She handles would-be customers. He 


b is to get a telephone for the cus 


tomer. According to a girl who works 
! tne department, “In some areas 
telepnones nara to get because 
ners are ( cables available at this 
ie W) eve out ob is to 
exp | the custome ana try Oo 
et nin satished 

Yo May nave i ho nun bers” 
girl in yout othee, but there is an em 
ploye in your office who assumes the 
responsibility of a “no numbers” girl 


and explai s to the would-be custome: 


telephone cannot be installed 


when this condition exists. 


One of the instructors who trains 
21 in the use of overtones had this 





to say: “It is,” she explained, “simply 


an expression of interest, friendliness 
serve. We caution the 


‘don’t 


and eagerness t 


against carelessness and 


girls 
care attitudes.’ We also stress the need 
for courtesy to our customers and the 


publie at all times. 
ae 


girls te be 


company doesn’t expect all 


blessed with ‘virtues of 


voice application.’ Those who are se 


lected as service representatives —re- 


ceive an initial six weeks’ classroom 


course, followed by actual experience. 
Then additional training is given from 


time to time. 


“The 
simple ‘hello’ sounds like an invitation 


(Please 


result is valuable because a 


turn to page 26) 


























Resolve to make more money from your telephone directory in 1951. 


Resolutions come dnd resolutions go, but our representative will 
be glad to show you how simple it is to abide by this one. He will also 
be happy to show you how much extra profit your company can 
realize from its directory in 1951. 

Ring in the New Year, right—let us show you how you can make 
more money from your telephone directory in 1951. 


GENERAL TELEPHONE DIRECTORY COMPANY 





Nation-wide Publishers of Telephone Directories 


TELEPHONE COLLECT OR WRITE TO ONE OF THE OFFICES LISTED BELOW FOR A REPRESENTATIVE TO CONTACT YOU. 
EASTERN OFFICES WESTERN OFFICES 
185 North Wabash Avenue, Chicago 1, Illinois * Telephone STate 2-5478 604 Pine Averue, Long Beach 12, California * Telephone 6 221 
G. Daniel Baldwin Building, Erie, Pennsylvania * Telephone 2-4187 ‘ 
1220172 Texas Avenue, Lubbock, Texas * Telephone 2-6330 ~ 
420 Columbia Street, Lafayette, Indiana * Telephone 4854 


Washington Building, Madison, Wisconsin * Telephone 6-7823 Peyton Building, Spokane, Washington » Telephone Main 8’ \4 



























































BY FRANCIS X. WELCH 
WASHINGTON EDITOR 





Welch makes 10 predictions for 1951... . Gives himself an 80 up for gas and electric utilities. These 
t rati n 1950 f t will doubtless be shifted into NPA. 
per Comr farmy © orecasts. Another likely outcome is that the 


. present NSRB utility consultants will 
T IS a grim Washington atmosphere pens to National Production Authority be mustered into the staff of ODM 


which yout correspondent ap- (NPA)? Where does NPA boss Har- This ODM staff will have a lot to sav 


proaches the annual task of making rison fit into the picture? What hap-  apout how the various subordinate divi- 
predictions of things to come, dur- pens to the National Security Resources gions of NPA and the price, wage, 
the New Year of 1951, for the tele- Board (NSRB) headed by W. Stuart and manpower agencies perform. There 
ne companies and _ other public Symington? will be tight day-to-day control by 
ties. Stung by the Korean Wat The answer is twofold. We have to ODM. The old-line departments—Com 

saster, closely following a very un take both a short-range and long-range merce, Interior, Labor, Agriculture 
sfactory congressional election, the view of the new ODM, headed by Wil will eventually fade out of the emer- 
ral administration prepares for the gon, For the immediate days ahead, gency control picture. 


no d he 2 - Oo ace \ ‘ 11 4 4 
ng of the S2nd Congress with a this new ODM will start out as a co MPA BD Alctitsnton teenies whine 
ounced lack of enthusiasm. The = oprdinating body. It will take over and > 





Cc eo] has a close working relationship with 
ongress reciprocates this tTeeling — al} sch 1 of ' +t+oanee the ‘ e 

I : > eventually push out of existence the Wilson and is proceeding on the basis 
is a certain amount of suspicion if NSRB. (Symington will get another, that his ent 


perhaps a_ better job.) ODM’s first he 


re NPA organization will 


distrust, thrown in for good meas : ; ; 
placed momentarily under the di- 


‘ "lear the cnarls 1 a > 
task is to clear the sna in the eme1 rection of ODM. He may depart from 
s hardly a reassuring setting in gency control setup, caused »\ the the scene a couple of months from 
m4 ne n st ¢ , { SCi ring F haut i ver a_half- y , 
ch the nation must come to grips cattering of authority over a half now, because he came to Washington 
some vf the most critical major dozen federal agencies, in President for only six months in the first place 
cisions ; ac heen called “ah saw? oricinal order of last Sen ; . aa , 
isions it has been called upon t fruman’s original ora 1 last Se] But that ODM Chairman Wilson will 
ke in our entire history. At a time tember. try to make Harrison stay on, is a 
strong leadership, mutual respect It would be a mistake, however, to pretty sure bet. Whether Harrison will 
confidence between the administra consider that ODM will simply be a remain is up to Harrison. 


and Congress is most needed, we — jolicy-making body, operating at a 
1 dreary daily quota of brickbats loftv level like the old Office of Eco 
recriminations. We can only hope’ yomie Stabilization of World War II. 


out of such dissension, the very Wilson 


Further on in the year, we may look 
for the formation of some centralized 
body for administering emergency con- 


ll not around waiting t . 1 
will not sit around waitin ’ trols for public utilities. This would 


me eer. a tween subordinate agencies. e nas of War Utilities of World War II. 

ri the President’s permission to go out Meanwhile the new NPA Communica 
see some hopeful signs, such as and shake down these agencies into a tions Division headed by Gen. Calvert 

recent appointment of Charles E. workable mobilization team in which H. Arnold will continue to organize 
n to head the new Office of De disputes will not arise in the first place. 4. jj was set up to do by Administra- 


e Mobilization (ODM), that the ad 


istration will be foreed by the 


Then, there is the longer-range view, tor Harrison. It will continue until 
which will take two or three months further or different instructions are 


essure of criticism to clean up the to bring clearly into focus. NPA will received from ODM. 
sent mess. On the other hand, the probably continue in existence and will (2) REA to Go Into Deep Freeze? 
peorn refusal to compromise a8 a hecome even bigger and more active. It is understandable that, with all this 
s for bi-partisan cooperation is not But it will, in the process, come under ; j ; 


the active direction of the ODM. It 


; talk about cutting down on non-essen- 
right sign. 


tial federal activity, the old-line bu- 


\nd so, without more ado let us ex will handle the priority and control ,eaus will continue about their busi- 
wi ne crystal ball and cast up our machinery for ODM. In addition, ODM ene dialth illetediien Seateniaha: Mime 
ial _ten predictions for the New will take over manpower authority—a time during the year 1951 the cut will 
ar of 1951, May it end much better power which even the old War Pro- aoe. Probably the earliest clew will 
in it begins. duction Board (WPB) of World War pe in the appropriations bill, to appear 
(1) Reorganization of Emergency II did not possess. The present blunder- early in the congressional session. We 


ite > a " . Ce : —weto “alai ‘ ave "1ec”’ ri ° ° 
rols. Look for this early in the ing system of “claimant agencies” will shall see a sharp curtailment in the 


v Year. The appointment of Charles be abolished, sooner or later. REA budget. REA will have to cut 

Wilson was only a start. Business For example, the Interior Depart- down its staff. It will get much less 
at ople are beginning to ask a host of | ment will probably lose control over the money for loans, including rural tele- 
* pplementary questions: What hap- organizations which it is now setting phone loans. 
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Congress will probably give REA 
enough funds to keep going as an or- 
ganization and to make some really 
necessary loans. But any idea that 
REA activity can be dressed up in the 
guise of essential wartime expenditures 
is likely to fall on unsympathetic ears 
in Congress. Another complication fac- 
ing REA is threatened congressional 
criticism of the so-called “super co-op” 
loans for rural electrification funds 
which have been finding their way 
back to the public power subdivisions 
of the Interior Department. Some con- 
gressmen are looking on this arrange- 
ment as a diversion if not a subterfuge 
in the method of handling direct ap- 
propriations. But the criticism, if any, 
will hit Interior Department rather 
than REA. 


Just by way of slipping a little cur- 
rent news into this prediction, REA 
announced this week the appointment 
of 10 assistant regional heads for the 
telephone loan program. These regions 
roughly traverse the area of the United 
States from northeast to southwest. 
Beginning with Region I through Re- 
gion X, loan directors were named: 
Hugh B. O’Hara, Wesley Hopper, Jo- 
seph W. Bauler, Charles A. Jackson, 
Charles E. Kenyon, Ernest Hartz, Ar- 
thur Hagen, William Ricketts, Willard 
Jones, and Stuart McCabe. 


In the foregoing group, 0O’Hara, 
Jackson, Kenyon, and _ Ricketts are 
REA career men. The others are said 
to have telephone industry background. 


(3) Emergency Controls. Before the 
year 1951 is completed, we shall see a 
virtual restoration of the wartime con- 
trol picture as it was during World 
War II. There will be price controls, at 
least in some lines, and rationing and 
manpower controls. Shortages will show 
up to an extent which is hard to con- 
ceive, in the wake of the recent lush 
pre-Christmas shopping season. By the 
end of 1951, the store counters are go- 
ing to look a lot different, and a lot 
more bare. As already explained, pri 
orities and allocations for the telephone 
industry will be in full swing, probably 
under the guidance of the NPA Com 
munications Division. 


(4) More and Bigger Tares. An 
important concession for the utilities 
was obtained in the excess profits legis- 
lation recently approved by both houses 
of Congress. Your correspondent will 
try to explain this in more detail next 
week. But the Senate version of the 
bill—and the one due to prevail 
roughly provides as follows: 


(a) Raises the rate of return allowed 
telephone and telegraph companies from 
6 per cent to 7 per cent; raises the rail- 
road company allowance from 5 per 
cent to 6 per cent; raises the airline 
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WELCH GIVES HIMSELF 80 PER CENT 
ON 1950 FORECASTS 


In the following paragraphs are the 1950 predictions as they appeared 
in this department of TELEPHONY, Dec. 31, 1949. Immediately following 
the predictions are the results to date. 

(1) “REA telephone loans will pick up slowly ... should be in high 
gear by June | (1950).” Rural electrification co-ops will not be encour- 
aged to go into the telephone business . . . REA will seek $150,000,000 
and get about $100,000,000. 

Partially wrong. The speed pick-up on REA loans followed the time 
table just about as forecast, and REA even bars rural electric co-ops 
from getting telephone loans. But the appropriations guess was far too 
high. The budget asked only for $50,000,000 and REA finally received 
only $32,500,000. 

(2) “No change in the REA telephone law act.” Any agitation to 
change the law so as to permit competitive loan applications to co-ops 
and others was foreseen as leaving Congress cold. 

Right. Even REA has made no move for law changes. 

(3) “Telephone rates should keep going up in 1950. ... The long 
lag of utility rates, behind the earlier upswing of other postwar com- 
modity prices, should remain fully in force throughout most of the year 
1950. . 


: Bees 
increases, political pressure, etc. 


. But the going will be tougher with each new round of rate 


Right. Correct on this for 1950. But read about what will happen ir 
1951 on the rate front. 

(4) “More talk than action from Congress. . . . Expect a whole 
series of battles in Congress over taxes, balancing the budget, and fair 
employment practices legislation.” But it was forecast that Congress 
would do litthe about all this; would not change the Taft-Hartley labor 
bill and would get along no better with Truman than the 80th Congress 
did. 

Right. Notwithstanding Korea and the unforeseen consequences of 
our war involvement during the last half of 1950. 

(5) “Political trends will) sharpen’ the nation’s left-right deci 
sion...” No forecast was made of the November election outcome. But 
Truman’s socialized medicine was forecast as a keen campaign issue. 

Right. And some Democratic lame ducks wish they never heard of it. 

(6) “Public power politics.” This prophet predicted that no new 
projects of the valley authority type would be enacted by Congress, but 
that the Democrats would make a lively fall campaign issue of this, in 
such areas as New England. 

Right. Congre ss didn’t. The Democrats did. It didn't work. 

(7) “Some tax changes but no balanced budget Congress will 
finally do something about the continued squawking for relief from high 
wartime excise taxes.” 

Wrong. Way off on this! Congress changed the taxes, but not o1 
excises, and they were up, not down. Korea, which escaped our crystal 
ball last year, is entirely to blame on this. 

(8) “Do not look for too much of a splash from the special House 
(anti-lobbying) investigation . Democrats want to go after big busi- 
ness . .. Republicans want to go after bureaucratic lobbyists.” Utilities 
will get some special attention. 

Right. It all happened that way, and was a dud—as forecast. 

(9) It was forecast that Congress would make some changes in the 
FCC. No FCC action to lower interstate telephone rates because of state 
commission opposition. 

Partially wrong. The Senate passed the bill but the House dropped 
the ball. Meanwhile FCC, alarmed, tried to work on some internal 
changes without much success to date. No interstate toll cuts, of course. 

(10) Controversy over natural gas control was forecast as likely to 
be a leading 1950 feature in the field of utility regulation. “Watch for 
important court and commission decisions, perhaps even congressional 
action,” because of attempts by the Federal Power Commission to expand 
its area of control. 

Right. The Supreme Court upheld the FPC and an angry Congress 
passed the Kerr Bill to trim FPC powers. Truman vetoed and the issue 
is still simmering. 
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allowance from 5 per cent to 7 per 
cent: leaves gas, electric, water, pipe- 
ine, and transit at 6 per cent. 


(b) Permits most of the utilities to 
compute their equity capital and re- 
tained earnings in the manner pro- 

ded by their regulatory commissions 
ather than by the means required for 
rdinary companies using the 
nvested capital base. 


business 


(c) Extends the special tax-paying 
erogatives not only to regulated com 
es engaged entirely in utility ser, 

ce but also those companies having 
tility and non-regulated opera 

s and which derive 80 per cent 01 

e of their gross receipts from regu 


services. 


[This pattern for special treatment of 


important because it estab 


es a precedent likely to be invoked 


e tax legislation. And make no 
e there vill be future tax legis 
1951—drastiec increases ll 
t d corporate taxes. No chance 
f excise tax relief oy telephone 
1] calls. The trend is now 
é ay. But ironically enough, 
ep! ‘ ndust finds itself n 
I some Ss t of immunity 
r 1iread S burdened Vit! 
xes At least, 1 vol have 
} é ere é ixes And 
e tha t of otner indus 
( : T} S propnet OOKS 10 a 
( ( ( es to a iit be oO! 
pla ems, such as pe} 
t ! hardware, and eve} 
I l I tages deve } 
“ Do n Nocialist Lec 
C)rne . r all nm the ecent 
s tl eavy casualties amon: 
nae New Deal congress 
Se I Supported socialize 
¢ ! aespread tedera 1 
tie ave nad tne} ranks 
( Congress In their places 
‘ ‘ numbe ot congressme} 
Cal pa ened o1 the issue ot pro 
he American system of private 
e. Resu No new valley au 
no socialized medicine. Othe 
S Tor putting the government in 
ess will be critically scrutinized 
e 82nd Congress. The need fo. 
ederal government to curtail non 
iry activities will also help to 
ne socialists from making head 


Restricted Plant Ex pansior . You 


Ook for a revival of wartime re 


tions on utility plant 


ese will begin as a result of indirect 


expansion. 


tailments on copper, equipment, and 
e) But, 
entually, mobilization and defense re- 
ements will dictate largely the 
unt of plant expansion and service 
provements which all types of utili- 
es—especially electric power—will be 
rmitted to undertake. In 
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materials in short supply. 


other re- 


spects, utilities especially telephone 
companies—may have to be deferring 
new customers before the end of the 


year. 

There is no need to be alarmed ove! 
the talk of the 
power to seize all 


government getting 
communications fa 
security Doubt 


cilities fo} purposes. 


less the government will get such 
power, if it does not already have it as 
But the 
most that will develop in this direction 
like the old Board 
of War Communications during World 
War Il. It that 


largely a 


a war emergency authority. 


will be something 


will be recalled this 
ization, 


Fly. It 


; ‘ 


exercised a certain amount of top level 


Was orga! 


papel 


headed by ex-FCC Chairman 


policy supervision for national security) 


over the communications lI 
But the 


did not 


pul poses 


dustry. average telephone 


| 


company have to worry very 


much about direct contact with the old 
BWC. And there is reason to be 
ieve that anything different will hap 
pen during the current lefense eme} 
vency. Telephone companies will, of 
course, be required to cooperate arrectly 
mn civilian defense. 

(7) Regulatory Le fro? Phere 
sa fair possibility that the S2nd Co 
vress Will want t 10 ething about 
the oft-threatened revisior of the Com 
munications Act sena ! McFarland 
(1) Ariz.) has not given up the idea 
if pressing for ac ! his bill along 
this dine If he elected majority 
eade}l I the Senate l be no« 
ratne strong positio1 10 § An 
SO, while Congress W be quit occu 
pied with emergency legislation, dont 
be surprised if it gets around to work 
ing over the FCC, Otherwise, it ooKs 
like a fairly dull year for the FC¢ 


as well as for most conventional peace 


time regulatory COMMISSIONS. 


(8) Utility Rates V Flatten Out 
Chis yvritel looks TO? ne eneral!l up 
ward trend in utility rates—now pre 
vailing—to flatten out toward the end 
of the year 1951. The reason for this 
flattening out process would be the 
counterpressure ot price controls and 


wage stabilization which are likely to 


be established for general commodities 


and services. 
It is appreciated that utility rates 
lay considerably behind general price 


trends. Nevertheless, price controls and 


wage stabilization, once imposed on 
other commodities and _ services, will 
make it very difficult for utility com- 
panies to continue obtaining rate in 
creases. The “sales resistance” on the 
part of regulatory authorities, unde: 


such conditions, will be terrific. 


(9) Political Turnover. Enough has 
been said about the lack of confidence 


on the Washington scene to indicate 
that still a lot of bad blood 


around the nation’s capital. The Presi- 


there is 
dent has not been controlling his tem- 
per any too well. Congressmen on their 
side have been outspoken in their criti- 
of personalities in 
the 


write? 


cism of a numbe} 
administrative 


looks to 


and in 


This 


the cabinet 


branches. see at 
least three cabinet officers depart from 
1951, including Secre 
There 


“casualties.” 


the scene during 
will be 


The 


tary of State Acheson. 


a number of othe. 


old-line bureaucrats are sore and en 
vious of the businessmen moving into 
Washington every day to take over 
emergency contro! posts. There will 


There 


dudgeon on 


will be 
both 


let us hope that long before 


and knifing. 


hign 


be sniping 
resignations 1! 
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But 


sides 
1d@s. 


the end of 1951 the government’s de 


fense organization will shake down ta 


team, if not a loving and 


The 


make 


a workable 


harmonious family. administra 


tion Wil have some conces 


sions, to get bi-partisan support in 


Congress for the big things that have 
to he aone., 
(10) Luti-socialistic Trend Through 


The old 


blows no 


out thre We ter? De mocracies, 


about the ill wind that 


Saving 


good may be applicable to 


some en 


couraging developments in strange 


places during 1951—for those who be 
lieve in the American system of private 
enterprise. So far, our federal govern- 


ment has pursued an international pol 


icy based on the premise that socialistic 
ernments can be 


roreig? gov 


just as 


vood anti-communists, and just as ag 


gressive in thwarting the Kremlin, as 
capitalistic countries 
That may be true to some extent. 


But the ideological pendulum of public 
foreign 


the 


opinion in a number of coun 


ries is beginning to swing other 


way. People in those countries are be 


ginning to take the practical view that 


the way to beat the Soviets is not to 


imitate them in their own halfhearted 


game of socialistic exploitation. It is 


no longer low brow or irresponsible to 


be an anti-communist in Washington. 
The the left- 
wingers is shrinking in confusion, with 


the 


intellectual snobbery of 


each aggressive Soviets. 


step ot 


So we can look for a right-wing trend 


the orbit of 


Strong men 


in those countries still in 


the western democracies. 


emerge in such countries as 
Italy, the 


down Labor Government of Great 


may 
watered 
Bri 
tain may finally give up. Certainly the 


France and and 


trend is not towards greater experi- 


mentation in Socialism, where people 


who have a free choice can help it. 
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T O maintain your lines in service when there is 
greatest need, the Cook S-20 Protected Cable 
Terminal, the XB Unprotected Cable Terminal 
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most satisfactory outside plant equipment, en- 





dorsed by half a century of world wide use. 
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USITA Representatives in Six 
Outside Organizations 

The United States Independent Tele- 
phone Association maintains represen- 
tation in six outside organizations, the 
activities of which concern communica- 
tions and general business. 

These organizations are as follows: 

(1) AFFILIATED UNIT PLAN OF 
THE MILITARY. USITA liaison, W. 
C. Henry, Bellevue, Ohio. 

(2) AMERICAN STANDARDS AS- 
SOCIATION. The USITA has indirect 
representation in the American Stand- 
ards Association, an organization con- 
cerned with the development of indus- 
trial with 
reference to 
and material specifications. 
rather than direct 
out of our being 


standards, particularly 
measurement 
Our 


representation 


methods of 
indi- 
rect 
arises treated as a 


part of a _ so-called telephone group 
which as such has a direct membership. 
The telephone group the 
AT&T and the Independents, and its 
name is merely a name of convenience 
for the 


the American Standards Association. 


consists of 


purpose of representation in 


USITA general representative 
(Standards Council), L. W. Hill, Tar- 
boro, N. C. Alternate, G. C. Richert, 


‘ 


Washington, D. C. 


Me asure- 
3urden, 


Committee on Acoustical 
ments and Terminology, B. C. 
Lincoln, Neb. 


Sectional Committee on Bare Electri- 
cal Conductors (C-7), L. W. Hill, Tar- 
boro, N. C. (Alternate to J. B. Dixon 
of Bell Telephone Laboratories.) 


Committee on Specifications for Wood 
Poles, L. W. Hill, Tarboro, N. C. 

Committee on Revision of Compiling 
Industrial Injury Rates, H. C. White, 
Jamestown, N. Y. (Alternate to E. S. 
Miner of AT&T.) 

Committee on Radio 
ordination (C-63), 
Jr., New York, N. Y. 

Committee on Electron Tubes, Ed- 
ward Daskam, Jr., New York, N. Y. 
(Alternate to V. L. Ronci of Bell Tele- 
phone Laboratories.) 

Committee on Electrical 
Everett Roys, Erie, Pa. 
to C. M. Mapes of AT&T.) 

Committee on Graphical Symbols and 
Abbreviations for Use on Drawings, 
B. C. Burden, Lincoln, Neb. 

Letter Symbols and Abbreviations for 
Science and Engineering—Committee 
Z-10, A. B. Smith, Chicago, Ill. (AI- 
ternate to O. H. Loynes of Bell Tele- 
phone Laboratories.) 

Definition of Electrical Terms Com- 
mittee C-42, Everett Roys, Erie, Pa. 
(Alternate to C. M. Mapes of AT&T.) 

Radio—Committee C-16, Edward 
Daskam, Jr. (Alternate to R. C. Dickie- 
son of Bell Telephone Laboratories.) 


Electrical Co- 
Edward Daskam, 


Standards, 
(Alternate 


(3) CORRELATING COMMITTEE 
ON CATHODIC PROTECTION. This 
committee was formed at the instance 
of the American Petroleum 


14 


Institute. 


In a letter to USITA President W. C. 
Henry dated Aug. 28, 1946, from H. H. 
Anderson, chairman of the committee, 
it was stated that the institute “has 
recognized as an important unsolved 
postwar problem the improvement of 
for handling installations 
of inter-structure cross-bonds (or 
drainage between cathodically 
protected and unprotected buried struc- 
tures. This is differentiated from prob- 
lems of 


procedures 


bonds) 


electrolysis caused by stray 
track 


systems that have long vexed operators 


currents from electric railway 
of street railways and of adjacent pipe 
effort to 


do something constructive towards the 


and railway systems. In an 
solution of these problems, on May 24, 
1946, the API’s Topical Committee on 
Pipe Line Technology issued an invita- 
tion to a group of other trade associa- 
tions (also having members who oper- 
ate buried structures) to join with it 
in forming a Correlating Committee on 
Cathodic 
inter-industry cooperative group compe- 
tent to the 
problems.” 

USITA representative, G. W. Miller. 
Rochester, N. Y. Alternate, G. C. 
Richert, Washington, D. C. 

(4) RADIO MANUFACTURING 
ASSOCIATION. Sub-committee on 
lective McLean, 


Protection to serve as an 


assist in solution of such 


pe- 
Signaling, C. H. Chi 
caZo, Ill. 

(5) RADIO TECHNICAL COM- 
MISSION FOR MARINE SERVICES. 
this group 
the State 
1947. It deals 


communications and 


Creation of out of a 


arose 
suggestion of Department 


early in with marine 
radio aids to navi 
gation. 

USITA representative, R. H. Her- 
rick, Lorain, Ohio. (Alternate to Dr. 
Austin Bailey of AT&T.) 

(6) UNITED STATES CHAMBER 
OF COMMERCE. 

National Councillor, 
Tampa, Fla. 


Carl D. Brorein, 


and 


Belle 


Committee on Trans portation 
Communication. W. C. 


Ohio. 


Henry, 
vue, 


VV 


Leich Electric, Leich Sales 
Acquired by General 

Harold V. Bozell, president of Gen- 
eral Telephone Corp., in his letter to the 
stockholders accompanying the regular 
year-end dividend, announced the pur- 
chase of Leich Electric Co., Genoa, IIl., 
rii., 


and Leich Sales 


by the 


Corp., Chicago, 


General Telephone Corp. 


Electric Co. is well known as 
the manufacturers of 
telephone apparatus, having been estab- 
lished in 1907. Leich Sales Corp., the 


affiliated selling company, is the 


Leich 


one of pioneer 


ex- 





R. W. SIEMUND 


for 


largest 


agent 
the 


clusive sales 


Leich 


distributors 


Elect 


and one of 


a complete line of telephone supplie 
in the United States. 

The management and policies of tl 
Leich companies will remain unchange 
by this transfer of ownership. R 
Siemund, president of Leich Elect 
and Leich Sales, states that the Lei« 
organization will continue and ace 
erate its development, manufact 
and sales of telephone equipment 
the Independent Industry. To te leph 
companies who pioneered ! tne 
ceptance of Leich’s many equipme 
developments during the past 
years, Mr. Siemund states that “Le 
feels a deep obligation a ( 
tinue to develop for and serve the 
companies to the best of its abi 

“Even though Leich’s volume of b 
ness with large telephone compar 
has’ beer substant al, it has 
paid special attention to the nee 
the many small telephone compa 
throughout the country. This policy 
research and service to the sma 
companies will definitely be contint 


} 


Mr. Siemund 


stated. 


Leich Eleectrie Co 


Officers of 


Roy W. Siemund, president I 
Wells, vice president in charge 
manufacturing; Hans P. Boswau, 


president in charge of engineering, 
William J. 


urer. 


+ 


Caverley, secretary-tre 


Officers of Leich Sales 


Mr. Siemund, president; D. C. 


Corp. a 
Gibs 
vice president; L. J. 
William J. 
tary-treasurer. 


Rizzo, vice pre 


dent, and Caverley, se< 


Elect 


Co. and Leich Sales Corp. are: Mo 


The directors of both Leich 


F. LaCroix, Donald C. Power, Thomus 
A. Boyd, Mr. Siemund and Mr. Cave 
ley. 
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E HAVE a 
cable 


report that Alpeth 


aerial caused trouble in 


at least one case when _  sus- 
led on long spans of slack messen- 
It seems that this cable actually 
ned tself to pieces. This Vas 
ent because of the fact that 


t veight cable did not hold 

essengel Strand vith sufficient 

n to pre ¢ excessive n ement 
vinds. 

bee suggested that these ong 

( ( nte i evera points 


cause ne g spat Dratio1 
+ } t . 7 
( f trate 4 nese pomnts 
l 11S cause Se) is Tt? ple 
stand that an ello \ 
t } t 
‘ » ¢ Y ite trouble ? ig’! 
( rie st r ! tnese ng 
wtys + y t} 
e t t < t ~ t 


S ement S Trequentiy hneara 
é ] Tt S S t\ for a mat to 
it 65 st as he s giving iy 
) ick n¢ Ow to nis desk. 
° e ° 
eV Germal inventor of an il- 
ated pencil should prove useful 


answering the telephone at night. 


ture battery and bulb lights the 


f the pencil and sheds light o1 
ipe 
ee e@ 
ymeone has said that the ability 


speak several languages is valuable, 
the ability to keep your mouth shut 
ne language is priceless. 

e ¢ @ 
Dr. Walter 
Cannon, noise is probably the worst 


emy of the nervous system. Honking 
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\ccording to researcher 


horns, ing truck motors and ma- 


grin 


| 
chinery and office equipment, he re 


ports, have been known to put enough 


the nervous turn 


J 


system to 


fairly normal people into confirmed 


neurotics. 


‘Loud sounds,” Dr. Cannon _ noted, 
“disturb the appetite and digestion and 
are entirely capable of completely halt 


ng the normal rhythms of the stom 
a( : 

In the home, noise can produce ex 
treme irritability, restlessness, inson 
nie and sometimes a to serious 
marital difficulties, he 1 

No one has found a way to eliminate 
mentally disturbing noises However, 
city noise abatement programs throug! 
yu the count are pro oe that offer 
S ¢ sounds, and the listress that iC 
companies them, can be effectively 
( roe ly ordet ) iccon ist this, 
cit program directors recommend ust 
f drape n windows deaden street 
sounds, carpeting t iu room-to-roon 
clatter, and soundboare ce nes to ab 
sorh n ichine whirring ? the nome 

Many of these ideas may also br 
effectively used to reduce noise n man 

i yperating rooms 


We have always been of the opinio1 


that telephone people are not only the 


best people on earth, but are also the 


most polite. If you are a strange} 


pass- 


ine through a town, and are in need 
of information, stop any telephone man 
the 


find him courteous and extremely anx 


out on line and you will always 


ious to be helpful. 


This applies to both Bell and Inde 


pendent workers alike. 

eee 
According to Long Line American 
Telephone & Telegraph Co. publication, 
an operator was commended recently 
by a customer for giving exceptional 
service. In a playful had 
asked for the number, “‘6-natural-natu- 
ral-natural.” The put him 


mood, he 


operator 


through to 6777, with no questions 


asked. 


The above reminds us of the old 
manual days in Des Moines, Iowa, 
when the Walnut wire chief’s numbe) 


Walnut 
of that 


was 2000. 


Playful troublemen 
period used to annoy the oper 


calling for “2-oh-naught-noth 


The 


he best insurance of 


extenslo! 


telephone is certainly 
privacy in tele 


home. If 


installed, 


phoning in the average one 


or more extensions are usu 


location can be found which is 


ally a 


away from everyone and affords a 


reasonable degree of 


privacy. 
. s . 


good to note that effort is being 


the telephone industry to 


have customers include telephone num 


bers on all letterheads, business cards, 


often helps materially, since 


it permits making long distance tele 


phone calls by number. 


Recently, the writer spent several 


days in a leading hotel in San Fran 
cisco. We then went to Santa Cruz, 
Calif., and had intended to go directly 


from there to the airport on our return 


to the east coast. At the last minute, 
we learned that we could not do this 
and make connections with the flight 


on which we had reservations. This 


made it necessary to return to San 
Francisco and spend a night in our 
hotel before boarding the plane. We 
wished to call for reservations, but a 


thorough check of the hotel stationery, 


a reservation card and a_ book of 


matches did not reveal the telephone 


number. 
Santa Cruz 
but it 
the 
useful 


The efficient 
the 
have been much simpler 
literature this 


operator at 
would 
hotel 
infor 


got number for us, 
had 
provided 
mation. 


The writer’s telephone in his home 
in Falls Church, Va., had its first case 
(Please 18) 


turn to page 
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Those two nice pictures on the opposite page were 
taken with only one Leich telephone. That’s because 
the Leich telephone can be used as a desk model or as a 
wall model without any changes or additions. 

For desk use, you set it down — for wall mounting, 
just turn it up and over. 

This means that every Leich telephone you have 
on hand is ready, willing and able to go out and work 
for you. It’s always the right telephone. Even when 
customers change their minds, you still can smile because 
you don’t have to return for another instrument. 

This wall desk idea means you can stock fewer 
instruments too. 

In addition to its convenience, you will like 
the way this Leich telephone performs. Transmission and 
reception are the crispest and clearest you have ever 
experienced. They are equally good over a wide range 
of line conditions. 

It’s easy to install and maintain, is made carefully and 
well so you can depend on it for extra long periods of 
trouble-free, subscriber-pleasing service. 

It's very easy to add a dial too. A convenient dial 
mounting bracket slips into place in the base, swings out 
for any necessary dial adjustment, leaves the rest of 
the equipment easily accessible. 

For performance, and for convenience too, you'll 
find the Leich telephone a practical and profitable investment. 
Write today for catalog and prices. Leich Sales Corporation, 
427 West Randolph Street, Chicago 6, Illinois. 
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of trouble the other day since it was 
installed ten years ago. This was be- 
cause of a wet cable. 

We believe that this is a record, as 
the cords are still good and the drop 
wire looks as if it will give at least 





Q. What is the meaning of the term 


fill” 

A. The average party line fill may 
be defined as the average number of 
main stations served per exchange cir- 
cuit furnishing a given class of party 
line service. The best circuit usage is 
obtained when party line stations are 
so assigned as to require a minimum 
number of central office lines. 


“party line in an exchange? 


Numerous factors may combine to 
prevent a complete fill as four stations 
on all four-party lines, but the con- 
tinuance of a relatively high average 
fill is an important feature in the effi- 
cient use of plant. This is especially 
true in exchanges where party 
are extensively used. 


lines 


@. How should aerial cable be bond- 
ed to the suspension strand to reduce 
the possibility of lightning or power 
contact damage? 

A. These bonds should be made by 
the use of bonding ribbon soldered to 
the cable and clamped to the messenger 
strand. Make certain that good elec- 
trical connections are made in all cases. 
Place at least one bond in 
pole section of cable, except where 
cable is exposed to trolley feeders or 
power contacts, in which case place a 
bond in each five-pole section. 

The and strand should 
be bonded together on each side of an 
underground dip or trolley wire cross- 
over. When two or 


every 10- 


sheath also 


more cables are lo- 
cated on the same pole line, bond them 
together at the same place where the 
sheaths are bonded to strands. 
The bonds between cables are not re- 
quired, however, if they are supported 
by the same suspension bolt. 

When 
necting 


their 


two cables enter a cross-con- 
sheaths should be 
bonded together. When an aerial cable 
enters a building the sheath should be 
connected to a low 


just inside the 


box, the 


resistance ground 
building. 


Q. Is there any way by which trouble 
in an unattended dial exchange may be 
detected from the main exchange where 
a wire chief is on duty at all times? 


18 


several more years of service. How- 
ever, we believe we have contributed 
something to this, as we have been 
careful to trim all trees so as to clear 
the drop wire. It may be that not all 
telephone customers are so considerate. 


“SP, 


A. Arrangements 
whereby 





made 


can be 
trouble will 
alarm in the main exchange. 


sound an 
Then, by 
dialing a supervisory checking number, 
certain identifying tones will be heard 
which will indicate the nature of the 
trouble, such as a blown fuse, etc. 


such 


Alarm senders of this type have been 
extensively used over a period of many 
years and have 
factory. 


proved highly satis- 


Q. Is it possible to make use of gas 
pressure to clear dampness trouble in 
underground cable? 

A. Gas may 
used to clear moisture trouble in cable 
after it has been definitely located. In 
order to accomplish this, gas must be 


pressure sometimes be 


admitted to the defective cable in such 
a manner as to carry off the moisture. 
When the trouble is in a splice, blow- 
ing the sleeve may not prove adequate, 
but some of the adjacent sheath may 
also have to be stripped. 

If the trouble is in the underground 
cable between manholes, may be 
used to carry off the moisture so that 
service can be 


gas 


maintained until per- 
manent repairs are made or the cable 
replaced. After the sleeve has been re- 
moved at the seat of the fault, admit 
gas at the next sleeve on each side of 
the trouble. should be ad- 


mitted at about 20 pounds pressure per 


This gas 


square inch so as to carry off the mois- 
ture through the open sleeve 

When the trouble is in a section of 
underground admit gas to the 
cable in the manholes on each side of 


cable, 


Make certain to 
keep the regulator pressure equal at 


the defective section. 
the two admission points. This action 
driven 
farther 


prevents moisture being past 


the sheath 
the cable. 


opening and into 


eee * 


Q. We are planning some aerial cable 
construction in our small exchange and 
would like to know whether there is any 
objection to connecting our grounded 
rural lines through it for a distance of 
about three blocks. 

A. There is no 


objection provided 


certain precautions are observed. First, 





we would recommend that these lines 
be connected through the cable metallic 
instead of grounded. The cable pair 
may be grounded on one side of the 
cable terminal. This arrangement wil! 
reduce the possibility of causing noise 
trouble in the cable. 


In addition, make certain that a pr 
tected cable terminal is used and we!] 
grounded at the end of the cable whe) 
the rural connect. It is 
good plan to connect open space cu 
outs to the aerial lines to provide a 
extra path to ground two or three poles 
from the cable entrance. 


lines also a 


rules should be observed 


Q. What 


in the installation of self-supporting 


plastic insulated and jacketed cable? 


A. This type of construction has not 
been extensively used and we have very 
little information on the subject. We 
do have, however, a report from one 
that has 


rather extensive use of Neoprene drop 


operating company made 


cable attached to poles and buildings 
by Laycit type grips. 

This is a special five-pair cable wit} 
the No. 19 gauge conductors insulaté 
by Latex and inclosed in a thick, toug! 
This cable weighs 
1,000 feet 
about 7.2 feet per pound. 

The 
learned that the Neoprene jacket tends 


jacket of Neoprene. 


139 pounds per and runs 


above mentioned company has 


to separate under excess strain a1 


that it is necessary to install the cabl 
with the minimum tension possible 
The following table gives the minimun 
sags that have been permissible for the 


indicated span lengths: 


Span le ngth Pole-to- Pole-to-Pol 
in feet Building Span Span 

50 feet or less. .12’ 

(ce. ee 30)’ cal 

HOD BECb. non eines 18’ 36" 

f2O TORE scenes 5 18” 


The sags shown in this table sho 
be considered minimum. Ground cle: 
ances, however, must be considered 
cable. Spal 


properly sagging the 


lengths over 125 feet are not rec 


mended. 


Since this cable is approximately f 
times as heavy as standard drop w 
care is necessary in raising the span 
final For safety, the 
final attachment should be made at the 
pole and not at the building end of the 
span. 


The cable is placed in bridle rings 
and attached to binding posts in caile 


to its position. 


terminals in the same manner as drop 
wire. It may also be extended throuzh 
entrance conduit to terminals installed 
inside buildings. 
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SMALL COMPANY FINANCING 
Theme of Alabama Meeting 


By W. F. CORMAN 


Secretary-Treasurer 


Alabama Independent Telephone Association 


LABAMA and Inde- 
pendents, meeting for their an- 
nual convention at the Jefferson 


Mississippi 


Davis Hotel in Montgomery, set “Fi- 
ancing for Small Companies” as their 
built on that the 
gest and one of the _ best 


basic topic, and 
conven- 
ms they have had to date. Register- 
ng a record-breaking number of 90 


gates in 1948, the Alabama associa- 
tion bettered that figure in 1949 when 
110 signed up, and again went on to 
1950 with a total 
egistration of 130. As an example of 
he high interest in all sessions, 117 
f the 130 


new records in 


registered delegates at- 


tended the banquet. 


loyd G. Vaughan, manager of the 
Florala Telephone Co., was chosen as 
he new president of the group, suc- 
‘eeding Ward H. Snook of the Gulf 
Service Co., Foley. M. G. Weaver, Col- 
nsville, was named first vice president ; 
W. J. Holliday, Fayette, second vice 
ident, and M. M. Kennedy, Mon- 
ille, Ala., and J. N. Cox, Sr., of 
keville, Tenn., third and fourth vice 
lents. W. F. Corman, Atmore, was 


chosen as secretary-treasurer. 


Other members of the board of di- 
ectors for the coming year are R. A. 


ley, Leeds; Minor Corman, Atmore; 
C. Corr, Oneonta; T. O. Crutchfield, 
den; C. E. Kirk, Dothan; Earl 
Donald, Ackerman, Miss.; J. A. 
ler, Jr., Fruitdale; DeForest Nolen, 
land, and W. F. 


Thomas, Eclectic. 


Che keynote of the convention was 
nded on the afternoon of the first 
when President Snook introduced 
H. Youngblood, Alabama manager 
Southern Bell Telephone & Tele- 
ph Co., who acted as moderator for 
financial conference. Five subjects 
financing were presented. 
Mr. Snook spoke on “The Place of 
nk Loans in Telephone Financing.” 
k Loomis, president of The Illinois 
(an investment securities company 
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in Chicago), spoke on the subject, 
from Private 
McDonald took the 
topic, ‘An Independent View of REA 
Loan Terms.” 
“Our from an 
pany.” The last speaker was D. B. 
Corman, Washington, D. C., REA con- 
sultant, who discussed, ‘The REA Tele- 
phone Loan Program.” 


“Long Term Loans 


Sources.” Earl 


Minor Corman spoke on 


Loan Insurance Com- 


Concerning bank loans, Mr. Snook 


pointed out the usual structure of a 


Officers and directors of the Alabama Independent Telephone Association. 

W. H. SNOOK, Foley; W. F. CORMAN, Atmore; R. C. CORR, Oneonta; R. A. BAILEY, Leeds; 

M. G. WEAVER, Collinsville; MINOR CORMAN, Atmore; DeFOREST NOLEN, Ashland, and W. J. 

HOLLIDAY, Fayette. Standing, left to right: W F. THOMAS, Eclectic; L. G. VAUGHAN, Florala; 

B. A. MILLER, Fruitdale; EARL McDONALD, Ackerman; C. E. KIRK, Dothan; T. O. CRUTCHFIELD, 
Camden, and M. M. KENNEDY, Monroeville. 


bank’s financial statement in support 
of his point that banks were in the 
business of making short-term loans 
and thus keeping their assets liquid. 
From this fact, Mr. Snook concluded 
that usually only the small loans, or 
the interim loans that a company might 
want to suitable. He 
pointed out three things for a company 
to keep in mind when it was making 
a loan from a bank: (1) Have some 
definite method of repayment in mind 
when the loan is made; (2) know how 
you are going to pay back the money, 
and (3) it is not prudent to pledge 
all of your income for this purpose 

as a general rule, Mr. Snook stated 


secure, were 


that not more than one-half of a com- 
pany’s income should be so pledged. 
Mr. Loomis, in discussing his topic 
of long-term loans from private 
sources, made several points of interest 
to small companies. First, he had good 
reason to feel that loans as small as 
$50,000 might be proved feasible, al- 
though he stated that $100,000 was as 
small as most lenders wanted to go 
just at the present. Second, he pointed 
out that these lenders look not only 





Sected, left to right: 


at the projected future earnings of a 
company, but also at the present and 
past earnings record, and that the low 
earning record of 


many companies 


would be a them in 
making a loan. As remedies, he sug- 


gested several methods of raising the 


factor against 


earnings before applying for a loan. 
One of increase, 
Another was to make sure that some 


these was a rate 


charges are not going against income 
instead of plant additions (the prac- 
tice of charging additions of plant as 
expense rather than plant). Another 
suggestion was that additional equity 
capital be raised and put to use in 
(Please turn to page 22 


an 
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Autelco Paystations are adaptable to your 
plans. There are types for every method of 
operation, for five-cent or ten-cent service, 
and in the familiar black (as shown) or the 
new “hammered” gray finish which is op- 
tional at slight additional cost. 
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Automatic Electric Sales Corporation . . . Graybar Electric Company .. . Ke Sw Bi 
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Leich Sales Corporation . . . The North Electric Mfg. Company . stroma C 
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Autelco Paystations 


Give paystations a prominent part in your conversion planning; 
they bring you revenue you would otherwise lose. Automatic 
Electric offers paystations for every application — including 
newly developed paystations for “dime only" operation or for 


‘dime or two nickel" operation. 
p 


Unless paystations are available, people 'borrow"' the nearest 
private telephone. These borrowed calls represent an actual cash 
loss to you. Autelco Paystations will convert this loss into 


income, economically and with a minimum of maintenance. 


Use paystations liberally. Install them in every public place, 


in drugstores, waiting rooms, hotel lobbies, gas stations, eating 





places and wherever people gather. 


In preparing for conversion, plan too to convert "borrowed" 
calls into income-producing calls through a comprehensive paysta- 
tion program. Ask now for full details about Autelco Paystations. 


AUTOMATIC 


Originators and Developers of the Strowger Step-by-Step "Director’’ for Register 
Sender-Translator Operation . . . Machine Switching Automatic Dial Systems 
Makers of Telephone, Signaling and Communication Apparatus . . Electrical Engineers, Designers and Consuitants 


Distributors in U. S. and Possessions: Automatic Electric Sales Corporation 


Export Distributors: International Automatic Electric Corporation 
—_ —— 1033 West Van Buren Street, Chicago 7, U. S. A. 














order to better the earnings figure, 
after which a loan would have a much 


better chance of being made. 


Mr. Loomis’ third point was that 
private lenders usually would not be 
willing to lend more than 70 per cent 
of the total value of the new plant. 
In other words, the owner must have 
at least a 30 per cent equity. As an 
example of how this might work out, a 
theoretical example was cited of a 
company with present plant assets val- 
ued at $85,000; $15,000 of which needs 
to be replaced, and the company has a 
present debt of $20,000 which needs to 
be retired. The company could bor- 
row $100,000. About $7,000 would be 
required for the cost of the loan, $15,- 
000 for replacement of present plant, 


and $20,000 to pay off the old debt, 
which would leave $58,000 for new 
additions. The company would then 


have about $140,000 invested in plant, 
and a debt of $100,000, or about 70 
per cent. 

Mr. Loomis stated that in general, 
the following loan terms might be con- 
sidered as fairly standard: Four per 
cent interest rate, 25-year maturity, 
open end features providing for addi- 
tional borrowings up to 60 per cent of 
additions, a 3 per cent sinking fund, 
and provisions for paying off the loan 


at an accelerated rate provided such 
is desired. 
Mr. McDonald covered thoroughly 


the provisions contained in the inden- 
ture and loan agreement covering the 
first loan made by REA. The terms of 
this loan have received rather wide 
publicity, and will not be recounted in 
detail here. However, the subject is 
considered an important one, and _ it 
was felt that considerable value was 
added to the discussion by reviewing 
the terms and conditions imposed by 
the REA loan agreements. 

Minor Corman told of the general 
provisions of a loan that his company 
had recently received from an insur- 
ance company. The principal features 
were the same as Mr. Loomis had pre- 
viously stated were general. 

D. B. Corman explained in general 
the purpose of the REA lending pro- 
gram, and what companies would have 
to do to secure a loan. He went on to 
say, “Let me assure you that we 
(REA) are not competing with private 
lending institutions. Our primary 
assignment is to get telephone facilities 
and service in rural 
organization which is doing 
with private capital is not 
switch to REA funds.” 


areas and any 
the job 


urged to 


George Richert, Washington, D. C., 
engineer of the United States Inde- 
pendent Telephone Association, ad- 
dressed the convention, calling attention 
to several matters which are of vital 
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interest to the telephone industry. Ex- 
cess profits taxes, and emergency cor- 
poration taxation are at the forefront 
of consideration at the present time, 
and Mr. Richert stated, ‘Whether an 
excess profits tax will be enacted at 
this session appears doubtful at pres- 
ent.” 

Mr. Richert referred at length to the 
seriousness of the material situation, 
and the manner in which this is likely 
to be affected by government orders. 
He said that leaders in the Bell and 
Independent groups had met with Ad- 
ministrator Harrison of the National 
Production Authority, and set forth 
the telephone industry’s needs and the 
problems facing us as to expansion, 
and said, ““Administrator Harrison, in 
summing up the situation after having 
been absent from the meeting for some 
time, indicated that for the present 
the NPA is primarily concerned with 
the industry’s material 
for maintenance and 
and that he could give no assurance 
that our industry would be able to 
obtain the materials needed to meet its 
requirements.” Mr. Richert then went 
on to point out that the USITA would 
keep closely behind this basic matter, 
and said, “in protecting the interests 
of our branch of the industry, it might 
become necessary for us to obtain sup- 
porting data from the operating com- 
panies for use by the committee. We 
hope that those companies upon which 
such requests are made will furnish us 
the desired information promptly.” 


requirements 
repair purposes 


H. O. Edson, Chicago, Ill., assistant 
treasurer of Kellogg Switchboard & 
Supply Co., discussed “‘Accounting for 
Small Companies.” Mr. Edson pointed 
out the need for adequate records in 
companies of all sizes, and the advan- 
tages to be gained from proper records. 
He pointed out that all companies have 
a considerable 
work that regardless, 
such accounting, paying 
of bills, and computing taxes; and then 
said that keeping records which gave 
needed answers could be substituted for 
the other without the addition 
much time or expense. 


amount of accounting 
must be 


as subscriber 


done 


of too 


Mr. Edson said that accounting rec- 
ords were only a means of getting de- 
sired and useful information, not an 
end in themselves, and that the infor- 
mation provided was of no value until 
it was put to use by the management 
of the company. 

He viewed with considerable concern 
the trend to ever 
costs that we seem to be experiencing, 


rising prices and 
and pointed out the necessity for the 


recognition of replacements costs as 
well as original costs in the determina- 
tion of such items as depreciation and 


rate bases. 


J. O. Shepherd, Atlanta, Ga., plant 
extensions engineer, Southern Bell 
Telephone & Telegraph Co., gave an 
illustrated talk on “Operator Toll Dial- 


ing.” All the delegates agreed that it 
was one of the clearest discussions 
of an involved and highly technica] 


subject that they had ever heard. 

The speaker at the annual Associa- 
tion Banquet was Judge T. J. Mash- 
burn, Bay Minette, Ala. His topic was 
“Carthage Must Be Destroyed.” Judge 
Mashburn spoke of trends in our na- 
tional government, and said that a pro 
gram is being advocated, ‘“‘which, if 
enacted, will end state sovereignty and 
local self-government, and will 
the individual citizen of this 
under a measure of federal contro! 
not only not contemplated in the Con- 
stitution, but intended by that 
ment to be forever impossible.” 


bring 
country 


docu 


He listed three trends as specific ex 
amples: (1) 
individual 


Federal control over the 
citizen; (2) usurpation of 
power by the executive branch of gov 
ernment at the expense of the legisla- 
tive judicial and (3) 
creation in the the 
that the government owes all of its 
citizens a living. 


and branches, 


minds of people 


items as 
examples of what the individual citizer 
could do to help stop these alarming 
trends. (1) Take an active interest ir 
political and civic affairs; (2) do you 
share of jury service; (3) 
election boards to insure fair elections; 
(4) promote better 
practice Christianity 
week; (6) 
thing for you that you can do for yout 


In conclusion, he listed six 


serve on 


education; (5) 
seven days a 


never let anybody do any 


do without. 
Board of 
date for 


self, or can 


At the 
a permanent 


Meeting, 
conven 


Directors 
future 
tions was set. This is to be the second 
Monday and Tuesday of November of 
each year. 


Vv 


G. T. Clover Exchange Manager 
For Pennsylvania Telephone 
Appointment of Gerald T. Clover as 
the Tel 
phone Corp. at Sayre was announce 
Dec. 4 by L. F. 


The appointment is a 


manager of Pennsylvania 
Shepherd, president 
result of tl 
Sayre area’s growing telephone need 
Mr. Mr. 
supervise all company operations in h 


Shepherd said. Clover wi 
new territory. 

Mr. Clover began his service with th 
telephone company in 1926 as an il 
the 


1929, he was made a combination ma 


staller in plant department. |! 
in charge of plant operations in tw 
exchanges of the company’s Erie dis 
trict. 
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NATIONAL DEFENSE PLANS 
Hold Ohlahomans’ Interest 


By O. D. HALL 
TELEPHONY's Oklahoma Correspondent 


NEAR blizzard did not’ stop Independent telephone manufactur- Kellogg Switchboard & Supply Co., told 

Oklahoma telephone people’ ers already are feeling the impact of his hearers. “If the telephone industry 

from attending the 15th annual materials and equipment shortages and continues to grow as rapidly as it has 
session of the Oklahoma Telephone _ rising prices, T. DeWitt Talmage, Chi- within the past 10 years, in another 
Association at the Huckins Hotel in cago, Ill., assistant sales manager, 50 years there will be one telephone for 
Oklahoma City on Dec. 6 and 7. It did 
cut the attendance to about half the 
sual registration but did not dampen 
the enthusiasm of the delegates. 


Through all the proceedings ran a 
read of determination to meet the 





challenge of threatening manpower 
and materials shortages should the 
vorld military situation continue to 


grow more serious. 


The address of V. S. Reynolds, Way- 
oka, retiring president, sounded the 
keynote of this determination. ‘With 
the present Korean war crisis, it is 





possible at any time that we will again 
be faced with regulations, controls and 
shortages that our industry had during 
World War II, and again it could be 
considerably worse,” he declared. He 
continued: 





Left to right: V. S. REYNOLDS, retiring president; H. W. HUBENTHAL, retiring secretary of the 
‘Telephone communications are of Oklahoma Telephone Association, and RAY F. RED, Southwestern Associated Telephone Co., Dallas, 
; addressing the conventon. 
the utmost importance to our people 

any emergency. If need be we will 
igain do the same as we did in the 
ast. We will lay aside our peacetime 
plans and construction schedules to 
meet essential communication service 
equirements necessary for our govern- 
ent. The continuation of the Korean 
mflict will mean shortages of mate- 
al, equipment and manpower which 
e so essential to the operation of our 

telephone industry.” 


“At the beginning of World War II,” 
Mr. Reynolds recalled, “a majority of 
sur exchanges had vacant cable and 
entral office facilities. From all indi- 
cations we now have hundreds of un- 

led service applications and few of 
is now have vacant plant facilities. In 

number of exchanges where we are 
till holding applications for service, 

will mean a complete rebuilding to 
erve our people.” 
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Left to right: PAUL BERRY, Oklahoma City; V. S. REYNOLDS, Waynoka, and ROY AUTRY, 
Dallas, Tex. 
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every two people in the United States. 
This will impose an enormous job on 
the manufacturers and suppliers.” 

In tables prepared for the Oklahoma 
convention he compared deliveries and 


“Without money we cannot build the 
plant to provide the service; without it 
we cannot employ the people to pro- 
vide the service and to operate and 
maintain the plant. Since money comes 


prices of typical materials during the from rates for telephone service, if 





summer of 1949 with tentative time rates are not high enough, then there 
required for deliveries, and prices in is not enough money to pay fair wages 
the fall of 1950. Here are the tables: to those who make the service possible 
Promised Shipment After Receipt of Order 
Summer of 1949 Fall of 1950 
Material (Actual) (Tentative) 
NN 9 oie dna die cee SOR le be avs 4 weeks 10 weeks 
Te a a) ee 5 weeks 13-17 weeks 
eee ree 2-3 weeks 24 weeks 
er 6-8 weeks Indefinite 
(5) Coppe1 Wire Beene sees cree erty 4 6 weeks 24 weeks qyarue SMITH, Sulphur, Okla., consulting 
(Gy MOD ROr BOG. vin ccccccccnsccces sane 3-4 weeks 12-14 weeks engineer (left) and BERNIE RICHARDSON, tele- 
C7) PROSONOL BTONZE nicks eave ws es 4-6 weeks 24 weeks : , Pie 
: ip phone engineer, Oklahoma Corporation Commis- 
ee 6-8 weeks 24 weeks sta 
re 3-4 weeks 24 weeks ) 
CPO) Mae BIOCORE 2 oink ic cdc tadscenae 5 weeks 12-14 weeks 
ped — oS er eer P 6 — a — Leslie L. Conner, Oklahoma City at- 
EE ost see de Bisim ac:8 SUG He Sm wae ee _. 2-3 weeks -16 weeks torney, urged telephone companies to 
Price in Price in Percent ©Xamine their revenues and make ap- 
Material January, 1950 November, 1950 Increase plications for rate increases if they 
(1) on — coe Ww ce ews = per ( : I > 38.28 per CWT nh have not had sufficient raises during oO) 
‘ . Rg ae Satie 2'9 CWT . CWT 216 ; — 
(2) vopper J 1gnet ee 83.90 per CW 101. ) per ¢ WT 21 since 1949. While prices of everything 
coy SOOCtOn BEINN coc. 5 wise ss .77 Ib. 1.15 Ib. 49% . : 
ere 11.00 per CWT 17.00 per CWT 54% else have been going up and up, many 
(5) PirGkel SiVer oi... 0c ss 42.27 per CWT 51.91 per CWT 22% small telephone companies have not 
(6) Precious Metals ......... 69.45 per oz. 93.45 per oz. 34% had a rate increase in many years, 
with the result that they are eating 


Mr. Talmage advised telephone com- 
which 


and there is no good service. up their original investment and may 


panies have not already done Mr. Red said that exchange service soon find themselves foreed to quit 

so, to begin making plans for 1951 revenues have not kept pace with toll business. 
construction needs immediately and to service revenues during the past few The telephone division of REA is 
place their orders for 1952 require- years. “If you investigate I believe requiring provision for adequate tele- 
ae non won _onenlann ver. that most of you will find that toll phone rates as a condition for obtaining 
us WI lelp manufacturers to estl-  y;ates—originating and operating com- ans. explaine ‘orm: lash- 
mate their material needs and buy missions folsom Poe a ge ee ee 
them at lower prices than otherwise have paid the majority of increased at a ‘e ages . pen a “oe ; 
j : REA has not yet fixed schedules of 


would be possible. costs.” He expressed the belief that the cugpested rates, Mr. Corman revealed 


Three little words—money, rates and rate of increase in toll business will jy reply to questions from his hearers, 
service—take on greater importance diminish and that, “unless there is pyt when this is done such charges 
with telephone companies, declared Ray some drastic change in the economic  wij]] be left to the regulatory commis- 
F. Red, Dallas, Tex., general commer- system and conditions, there will be gions in states where such bodies exist. 


As- continued increase in the cost of 


viding service.” 


cial superintendent, Southwestern 
sociated Telephone Co. 


pro- The REA telephone administration has 
not yet set up 


tion, but in the meantime will approve 


standards of construc 


types of construction such as are set 
by Bell telephone companies. 

In all REA loans made, 
money is included to take 
storm emergencies and working capita! 
during construction. No minimum siz 


enough 
care of 


for a telephone company to obtain 
a loan is required excepting that in 
loans thus far made the utility has 


{ 


been required to have a minimum o! 
300 telephones either connected or co) 
tracted for. The telephone administ1 
tion regards magneto telephone systems 
as out-of-date and favors making loa! 
to companies having dial systems 
planning for them, Mr. Corman said. 
Clyde S. Bailey, Washington, D. ¢ 
executive vice president, United Stat 
Independent Telephone Association, « 
plained the international and natio! 
situation as it affects the telepho 
industry. He particularly compliment 
the Oklahoma Telephone Associati 





Left to right: E. A. RIDENOUR (left) and M. E. BARNES (right), both of Frederick, Okla., and 
LEON ARON (center), Houston, Tex. 
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for the close co-operation it has given 
the USITA in matters of mutual in- 
terest to both organizations. He also 
paid high tribute to H. W. Hubenthal, 
long-time secretary of the Oklahoma 
Association, who has retired from this 


post. 


Mr. Hubenthal reported progress of 
the Oklahoma association for the past 
year. The association services were 
constantly available to members and 
non-members alike not only for assist- 
ance in connection with their relations 
to state and federal agencies and 
boards, but also in giving aid in their 
rate applications before the Oklahoma 
Corporation Commission, he reported. 
During the seven-year period, June 30, 
1943, to June 30, 1950, the association 
assisted 65 telephone companies in se- 
curing rate increases in 75 exchanges 
amounting to $51,635, or an average 
of $700 annually per company. 


R. C. Reno, editor of TELEPHONY, 
addressed the convention on the sub- 
ject, “Preserving Our Freedom Is a 
Full-Time Job.” 


The new social security old age and 
survivors insurance act was reviewed 
by Joseph J. McCain, Oklahoma City, 
manager federal Social Security Ad- 
ministration in Oklahoma. He laid 
emphasis on provisions of the act which 
extend such benefits to the _ self-em- 
ployed. 


Close attention was paid by the dele- 
gates to the address by H. P. Dough- 
erty, Oklahoma City, general plant 
manager, Southwestern Bell Telephone 
Co., on “Safety and Accident Preven- 
tion.” He stated: 


“During 1949 the communications in- 
dustry had the lowest number of acci- 
dents, both as to frequency and severity 
ratings for disabling injuries; this 
notwithstanding that exposure on our 
job ranks high in industry. 

“This has been accomplished by ever- 
lasting effort and by recognizing that 
all accidents are caused, recognizing 
that their occurrence points out failure 
to train adequately or to sell the work- 
men on the value to them to work 
safely. 

“Workmen with ‘know how’ who have 
been sold on the benefit to them and 
their families will not take chances and 
will help management sell their fellow 
employes. 

“Much progress has been made, but 
the safety job is never finished and 
will require perseverance, teamwork, 
willing cooperation and the sincere de- 
sire to avoid accidents. The same 
desires that motivated us in the past 
should urge us to put forth greater 
effort in the future.” 


Stress was placed on the theme that 
many accidents can be prevented if a 
man encountering a job where there is 
a doubt in his mind as to whether it 
can be done safely or not will stop 
right there and with his supervisor’s 


help work out a way to do the job 
safely. , 
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HUBBARD No. 7461 GUY CLAMPS 


The tremendous holding power of Hubbard No. 7461 Guy 
Clamps may be attributed to the straight, parallel grooves which 
grip the strand securely along the entire clamping length. 
Special strength steel bolts have large heads and oval necks 
which trap in the clamp body and prevent turning while tighten- 
ing. Clamp Bolts will not strip nor elongate in normal use. 

For complete information, write or call the Hubbard and 
Company office nearest to you. 
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“The great humanitarian, Louis Pas- 
teur said ... ‘It is within the power 
of man to cause all preventable acci- 
dents to disappear from the face of 
the earth. What greater contribution 
can we make than to help bring this 
about.’ 


“Our industry can be operated with- 
out personal injury to anyone. Let’s 
do it.” 


Officers 
homa 


Okla- 


serve 


the 
Association to 


and directors of 
Telephone 
1951 as follows: 


through were elected 


C. C. Browne, Kingfisher, president; 
A. L. McFadden, Ringwood, first vice 
president; R. E. Harris, Purcell, second 
president; Hugh D. Straughn, 
Glenwood, Ark., secretary, to succeed 
H. W. Hubenthal, Oklahoma City (re- 
tired effective Jan. 1, 1950), and Sam 
C. Rich, Oklahoma City, treasurer. 


vice 


of the 
including the first 
principal officers, 
Cyril; W. E. Gosdin, Oklahoma City; 
Hand, Beggs; V. S. Reynolds, 
Waynoka; John W. Holt, Stilwell, and 
F. E. Messecar, Kingfisher. 

L. J. Bullis, Oklahoma City, 
sion manager, Southwestern Bell Tele- 
Oo., toastmaster at the 
annual banquet of the convention. Prin- 
cipal 


board of directors, 
three 


are: ©. L. 


Members 


mentioned 
Moore, 


Forrest 


divi- 


phone was 

Frank 
Okla., 

philosopher and entertainer. 


speaker was Streetman, 


mayor of Sasakwas, humorist, 


Vv 


NPA Issues Orders On 
Use of Nickel and Zinc 

The National Authority 
recently issued Order M-16 regulating 


Production 


the acceptance, delivery and distribu- 
tion of copper scrap. Its purpose is to 
inventories in the 
hands of scrap dealers and deter per- 


reduce excessive 
sons from entering the scrap field in 
the hope of making quick profits. Scrap 
is all copper or copper-base alloy ma- 
(40 
metallic 
are the 


terials or objects per cent by 


weight of the content of the 
alloy) which 
product of 


waste or by- 
industrial fabrication or 
have been discarded on account of obso- 
other 


lescence, failure or reasons. 


NPA Order M-16 provides (1) that 
other 
raw 


than a 
materials 


no person producer of 
may melt or 
originating in his own 
unless authorized by the NPA; 
(2) that such scrap may be disposed 


copper 
process 


plant 


serap 


of only to persons regularly engaged 
in the business of buying and selling, 
refiners, brass mills, brass and bronze 
foundries, ingot makers and _ miscel- 
laneous producers; (3) that inven- 
tories of scrap dealers shall be limited 
to one-third of their inventory by 
weight during the first six months of 
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1950; (4) that excessive. inventories 
are subject to requisition; (5) that 
without approval by the NPA the de- 
livery or acceptance of scrap for con- 
verting, melting or other processing if 
the owners would still title to 
such after processing, is 
hibited; and (6) that any public utility 


retain 
copper pro- 
may use, in its own operation, copper 


wire or cable which has become scrap 


by obsolescence. 


The NPA has also issued orders 
M-14(Nickel) and M-15(Zinc)—effec 
tive Jan. 1 limiting the use of sup- 


plies of nickel and zine remaining after 

allowing for national defense require- 

ments. 
Order 


person 


M-14 
shall 


provides that (1) no 


consume in manufacture, 
construction during the 
1951 a 


nickel in 


processing or 
first quarter of 
weight of 


quantity by 
excess of 65 pe! 
cent of the average quarterly consump 
tion during the base period (first six 
months of 1950) provided the consump 
tion in any one month shall not exceed 
40 per cent of the permitted quarterly 


consumption; (2) no shal] 


person con- 
sume for maintenance, repair and 
operating supplies during the first 


quarter of 1951, and each 


quantity by 


quartel 


thereafter, a weight of 


nickel in excess of the average qua} 


terly consumption during the _ base 


period; (8) nickel shall be 


inventories 


limited to a 30-day supply or a prac 


ticable working inventory as defined 


in NPA Regulation No. 1 (TELEPHONY, 
Oct. 7, p. 21). The order does not 
apply to persons who use less than 


250 pounds of nickel 


M-15 that (1) no 


person shall use in manufacture, proc 


per quarter. 
Order provides 


essing, construction or fo 


operating 


supplies during the first 
1951, or quan 


tity by weight of zine or zine products 


quarter of 
succeeding quarters, a 
in excess of 80 per cent of the average 
quarterly use during the base period 
provided that the use in any one month 
shall not cent of the 
permitted quarterly use; (2) no person 
shall 


exceed 40 per 


use for maintenance and repai 
first of 1951, 
each succeeding quarter, a quantity by 
weight of 


during the quarter and 


zine and zine products in 
excess of the 
the 


ventories shall be 


average quarterly use 
zinc in- 


limited to a 45-day 


during base period; (38) 
supply or a practicable working inven- 
defined in NPA Regulation 


The order does not apply to 


tory as 
No. 1. 
persons who use less than 3,000 pounds 
of zine and zine products per quarter. 
The nickel and zine orders will have 
a direct effect upon the operations of 
the telephone industry as nickel is used 


in the manufacture of a number of 
items of central office and_ station 
equipment. 


— 





The Operavor's 
Corner 


(Coneluded from page 7) 





to ‘talk things over,’ a sort of verbally 


engraved invitation to better service. 


It is interest to get a 


always of 
outsider’s viewpoint of our service ar 


its representatives. Sincerity is tl 
friendly 


keynote of service. It is th 
frosting on the cake referred to by tl 


service representative. 


Traffic Questions 


(1) Will you please explai: 
proper use of operator head-set jacks 
(2) How should a_ connection 
designated on which you are not 


monitor or cut in except in respons 


to a signal? 

(5) When should both cords 
fastened together with a clip? 

(4) Where should 1 cord <¢ 
placed hen you are to quote the ! 
ind charge ! i pa call? 

fo. Are eport ( irges ip} ( 
1? il] states 

1> 4 are presente ? M 


VV 


Pre-Christmas Present 
Suspected As Gag 


Harold Anderson, production depa 
ment employe at Kellogg Switchboa 
& Supply Co., Chicag came in fo 
once-in-a-lifetime gift on Dec. 17. Ff 
low worke rs, who had seen Mr. Al (it 
son lead their softball team to a ne ) 
papel ournament Title neara | 
casually ema} that he vishe | 
could get time o and find e | 
money to see the Chicago Bear-! 


National] 
playofl on the 


Mr. Anderson, 


bergasted”’ 


Football Leag 


Pacifie Coa 


Angeles Ram 
. , 
sectional 


19, said he was “‘fl 


when about 60 employ 


and executives presented him with 


cash and train reservations that sp 


him off on the train trip that had 


peared to him at first as “a gag,” 


was the game he “‘wanted to see most 
“It seems almost incredible that an 


alien political philosophy, such as 5 


cialism, could creep up on a 
but that 


is happening (here) at an acceleratir 


peop 
who despise it is just wh 
pace. It is time the self styled ‘liberal 
the asked for 

accounting. . . . citizens feel 
that it is 
(X) 
they put the double (XX) cross on a!! 
(Miss.) Leade 


parade be 
Active 


leading 


time now for us to 





put the 
mark on the left wingers befor: 


of us!”’—Brookhaven 
Times. 
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Ohio Independent Requests 
Second Increase in 1950 


Che Ohio 


Telephone Service Co., Sid- 


which operates exchanges in 19 


communities, has fiied a 


petition 
the Ohio Public Utilities Commis- 


a rate ncrease the second t Iy}¢ 
t 
The ( pal States 1! S petition 
i ite ncrease yranted by tne 
Sci y Ap } ind pu l eTrect 
M qaoes s 9 vide enoug! rey 
t rye itl! expenses and 
( S101 na ! vement 
ect Yn? é il adequate re 
cts I t t 
Phe \ ¢ ¢ vas ZU cent i 
i Ss S¢ pers 2 cents 
Y { iSé S in t) cents y? 
¢ elephones 
| ( I a r€ ites exchanyves } 
( An? Rossburg, Sidney 
\ Ar ¥ Botkins, B ford, 
‘ I Eldorad (it sbu 
H insbd Jacksor Cey 


N¢ rates epresenting an increase 
SHY 00 pe month, were recom- 
i! to the Oklahoma Corporation 
( S n by Pa R. Reed, referee 
these would apply to The Newcastle 
elephone ( f which R. H. Wynn 
follows 
) party Dusiness (desk) . $2.50 
kesidence (wall) ; Si ~ Lid 
I lence (desk) ‘ies 2.00 
il residence metallic (wall) 1.75 
al residence metallic (desk) 2.00 
al grounded (subscribe. 
ned telephone) ....... 1.25 
Kura] grounded (company 
wned facilities) ..... 1.50 


VV 


Nebraska Mutual Will 

Replace Private Concern 
Dissatisfaction with the service ren- 
red by the Buffalo County Telephone 

.» Pleasanton, Neb., has led a group 
100 farmers to form a mutual non- 
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profit association, which 
the 
the entire plant. 
the 


] 
matter, reports that 


plans to ac 


quire company’s assets and mod 


Mauler, 


named t 


ernize Gillus 


chairman of committee 


) 


act in the forme} 


+ 


stockholders are among the group of 
100 who will advance $100 per man t 
furnish the j 
The 


ty c 


necessary funds. 
last report of the Buffalo 
ympany shows tl 
individuals, 


146 of 


serve 


them in farm areas. 


of property was $21,000 and total as 
sets were $28,000, of which $6,910 rep 
resents capital stock. Gross revenues 
in 1949 were $4,241 1 operating ex 
penses $3,984. It has an accumulated 


leficit of $14,800. 


VV 


Oklahoma Commission Sets 
New Rates to Return 5'/4% 


New increased rates to provide é 
ry { , ey ) he total] ? 
etu Ol “a Dex « la ] 
estment of southwester} Associated 
Telephone Ce n O] yma of $1,056, 
700, after meeting total annual reve- 
)+) ‘ 
ie requirements of $503,221.05, have 
yer i ; 
been recommended in a report by Pau 
R. Reed, referee, to the Oklahoma Co} 
t | at . nid 
poration Commisslo he rates would 


company’s 26 Oklahoma 


exchanges, with a condition that the 
new rates at Laver? would become 


certain service improve- 


The Reed report states that the new 


schedule ot exchang rates “when 


added to the 


toll will 


revenues expected fron 


produce the required amount 


with a cushion of approximately $5,- 


” 


100. 


VV 
One N. C. Company Gets Raise, 
Another Faces Reduction 
The North Utilities 
mission on Dee. 15 authorized the Nor- 
folk & Carolina Telephone Co., Eliza 


Carolina Com- 


beth City, to increase its rates by $52,- 
G00 a year, effective Dec. 5. 

The operates in Elizabeth 
City, Hertford, Manteo and 
Sunbury. The commission also ordered 
the Mooresville Telephone Co. to 


company 
Edenton, 


ap- 





pear Jan. 23 and explain why it should 


not lower its rates and increase its 


service. 
In its order, the commission said that 
that the 


is not keeping records “‘in ac 


an investigation has shown 


company 


cordance with good accounting prac 


tices for even a relatively small util 
ity,” that it has a rate of return of 
12.55 per cent on its investment, and 
has limited its service almost exclu 


sively to within the 
Mooresville. 
The 


Cause 


corporate limits of 


order followed a show 


Monroe 


simila? 
order directed at the 


Te ephone Co. 


VV 


Oregon Company Will Use 
Loan to Improve Facilities 


Authority to borrow $200,000 from 


an insurance company was given the 
Lint County Telephone Co., Lebanon, 
by the Oregon Public Utilities Commis 


sioner Dee. 15. 


According to tne the 


indebt 


coOmmMiIssIOnN, 
used to discharge 


edness and to extend and improve pres 


} 
| 


nt facilitie 
ent facilities. 


Vv 


N. C. Company Plans 
$230,000 Stock Issue 
The Citizens Telephone Co., Inc., Bre 


vard, on Dee. 18 asked the North Caro 


lina Utilities Commission for permis 
sion to sell $230,000 worth of stocks 


and bonds to finance a construction and 


improvement program which includes a 


new dial exchange. 
It asked approval of plans to issue 
first 


additional 


$180,000 in 5 per cent 


mortgage 


bonds 500 shares of 


S100 


ana 
ie common stock, with the 
the 


par val 


proceeds going to the costs of 


y pay 
Improvements. 


Vv 


Extends Service 

When the application of residents of 
Murray Hill for telephone service came 
up for another hearing on Dec. 13, the 
Oklahoma Corporation Commission dis- 
the that 
(Please 


missed ‘ase on information 


turn to page 30) 
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ers in these publications during 1p 50 (listed below) extend the SEASON’S 
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Abbott Coin Counter Co. 


Th 


mexicsson Telephone Sales Corp 
Bversti¢k Anchor Co. 


deral Telephone & Radio Corp 
Flood & Co., 
> Four Whe -el Drive 
PGarland Crane Co. 
Gemars Elec. Service 
Genera] Electric Co 


The 


Works, 


Products Co., 


y Uo 


In 

















National Pole & Treating Co. 
ional Tealephone Supply Co. 
wCo. 





































































Bmmeyet-Martin Co. 
Kearney G@ fh Brothers Manufacturing 
Kellems Gov : es w Div.jof Stanley Works 
Kellogg Switeh 2 eS ; lectric Mfg. Co., The 

+8 Sons, D. W. 
rg] Manufacturing Co., 












Kennecott Wi 
Kester Solder 
Klein & Sons, Ma 
Koiled Korda ine 
Koppers Co., Tat. 
Kortick Mfg: Co. 
La Pointe-Plascamold Corp. - 
Leece-Neville Co., The 
Leeds & Northrup Co. 
Leich Sales Corp. 
Lenz Electric Mfg. Co. 
Leonard Elec. Co., Inc., T. L 
Lindsay-Spencer Co., The 
Line Equipment Sales 
Line Material Co., Div. 
McGraw Elec. Co. 
Linen Thread Co., Inc., The 
Locust Pin Co. 
Lone Star Creosoting Co. 
Long-Bell Lumber Co., The 
Loomis Advertising Co. 
Lorain Products Corp. 
Lowell Insulated Wire Div. 
Lug-All Co., The 
MacGillis & Gibbs Co., The 
Magna Tool Corp. Sherron: 
Mahood, Edwin T. Sierra, Ela 
Malleable Iron Fittings Co. Signal, Ba 
Manuel Lightning Arrester Co. 
Matthews Corp., W. N. 
Maydwell & Hartzell, Inc. 
McCabe-Powers Auto Body Co. 
Medical Supply Co. 
Met Sales & Mfg. Co. 
Mine Safety Appliances 
Miracle Adhesives Corp. 
Modern Telephone Corp. ' 
Montana Pole & Treating Pla 
Motorola, Inc. 
Mueller Elec. Co. 
National Appraisal Co. 
National Carbon Co., Inc. 
National Elec. Prod. Corp. 
National Fireproofing Co. 





® Hill, Inc. 
y Supply Co. 

faracon Electric Co. 

artridge Lumber Co., T. M. 
Pensacola Creosoting Co. 

Pool Co., William H. 

Porcelain Products, Inc. 
Porter, Inc.j H. K. 

Power Equipment Co. 

Premax Products, Inc. 

Pruzan Co.,} Jack 

Public Utilities Fortnightly 
R&D — 
Ray-O-Vac (Co. 

Raytheon Mfg. Co., The 
Rebuilt Elegtric Equipment Co. 
Reliable Electric Co. 
Remington veel Inc. 

Rhodes & S@ns Co., M. M. 
Roebling’s 
Runzel Cé 
Saranac Gip 


Schauer Mekal 

























Taylor-Colquitt Go. 


Telectric Co., The 


Tel-E-Lect Products, Inc. 
Telefon Fabrik Automatic 
Telephone Advertising Institute 
Telephone Answéring & 
Recording Corgy. 
Telephone Corftrugtion, Inc. 
Telephone Installation Services 
Telephone Pregs or 
Telephone 













United, States N 

United States Ste 
Chemicals’ 5 

United States 

Utilities Service 3 

Utility Realization Corp. 

Utility Tool & Body Co. 

Vulcan Electric Co. 

Wall Manufacturing Co., P. 

Weller, G. Louis 

Weller Mfg. Co. 

Western Electric Co. 

Western Hardware & Tool Co. 

Western Union Telegraph 
Co., The 

Weston Electrical Instrument 
Corp. 

Westwood Press, The 

Whitaker Reel Mfg. Co. 

Whitney Blake Co. 

Williams Inspection Co., A. W. 

Wilton Electrical & Telephone 
Construction Co. 

Winders & Geist 

Wood & Associates 

Wyoming Valley Equipment 
Co., Inc. 

Zophar Mills, Inc. 





the Southwestern States Telephone Co., per year in gross revenues. No hearing 
Purcell, had extended its service near date has been set on the request. 
Lindsay, Okla. vv 


Vv Vv . . 
Trend Toward More Municipal 
Recommends Rates in Oklahoma Taxation, Less State Help 
For the Blue Ridge Telephone Co., In a continuing trend which threat- 
Fargo, Okla., managed by Robert ens public utilities with added special 


Glenn, increased rates have been recom- 2nd general tax burdens, many of the 
mended to the Oklahoma Corporation 44 state legislatures scheduled to con- 
Commission by Paul R. Reed, referee. Vene in regular session during 1951 
The rates are: will be strongly pressured by munici- 
palities for aid in meeting local fiscal 
One-party business. ..$3.00 per month problems, a survey reveals. 
One-party residence .. 2.00 per month With inflation and civil defense needs 


One-party residence 
} b 


(where subscriber adding to previously top-heavy revenue 


owns telephone) 1.70 per month demands, municipalities in an increas- 
Rural residence ..... 4.50 per quarter ing number of states are preparing to 
Switched service 1.50 per quarter step up their campaigns for the enact- 


Rural residence 
(where subscriber ; 
owns telephone) ... 2.75 per quarter either new, local, non-property taxing 

Residence (on two- authority or a greater share in the 
party line connected 
with owner’s busi- 


ment of new state legislation providing 


receipts of state-collected taxes, 01 


ness establishment) 2.00 per month both. 
During the comparatively few regu- 
vv lar state legislative sessions of 1950, 
the trend toward the granting of new 
Seeks General Increase or broadened authority for local gov- 
The Virginia Telephone & Telegraph ernments to impose local non-property 
Co., Charlottesville, has asked the Vir- taxes showed renewed strength. Such 
ginia Corporation Commission to per- bills were enacted by the 1950 legis- 


mit a general rate increase that would latures of Kentucky, Louisiana, Missis 
bring the company about $14,000 more sippi and New York. These enact 


Reduce breakage loss with .. . 


Armstrongs 
__ glass bullées 






When you install Armstrong's glass in- 
sulators you can be sure their superlative 
quality is proof against blistering heat 
and biting cold. Crystal-clear, embody- 
ing the best in glass-making skill, they 
have proven extraordinarily resistant to 
all extremes of weather. 
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ments were part of a trend whi 
during the 1945-1948 period saw 


least one-third of the states act toward 


broadening local taxing powers, b 
which had slowed down in the legi 
lative sessions of 1949. 

While there also has been a stea 
trend in recent years toward the grai 
ing of increased state aid to politic 
subdivisions, present indications a 
that 1951 will find state lawmak« 


generally more inclined to aid lo 


governments by authorizing new forms 


of local taxation rather than by p 
viding new state grants-in-aid or m¢ 
sharing in state-collected revenue 
The main reason for this prospect 
stiffening against more state hando 
is that state governments will face 
creasingly serious fiscal headaches 
their own. 

Illinois is one of the states in wl 
city officials already have reveal 
plans to ask the 1951 state lawmake 
to act to relieve local fiscal proble: 
either through direct state grants 
aid or through the enactment of leg 


lation broadening local taxing powe 


r 


And, as in a number of other states 


it has been indicated that Illinois 


makers will be cool to the grant-in 


idea. The result will be a strong pre 
sure for new local taxing authority 
Proposals for broadened local tax 
authority which were unsuccessi 
raised in a 1950 special session ot 
Illinois legislature and which 
revived during 1951 include: City 
roll and license taxes, removal 
provision of a 1946 state law requ 
voters’ approval to levy local 1 


per cent sales taxes; easing of prope 


tax restrictions, a » per cent tax 
Chicago transient hotel room recei} 
and city taxes upon cigarette ve) 


and amusement machines. 


In Tennessee, Governo Brow! 
has promised support for efforts 
municipalities to obtain the enact 
of state legislation empowering cit 
to levy local sales taxes up to 1 
cent, after referendums; to levy 
taxes up to 10 per cent on consume 
public utility bills, and to levy ta 
up to 2 per cent on gross wages. 

West Virginia municipalities wa 
An increase from 2 to 5 per cent 
municipal liquor sales taxes, a st 
constitutional amendment to allow cit 
to share in state revenues; a meas 
to permit cities which have horse } 
tracks to participate in their prof 
and a law authorizing cities to e1 
amusement sales tax ordinances. 


New Jersey cities have proposed t 
the state legislature enact new st 
taxes against sales or personal or « 
porate income, or a combination 
these, to finance state assumption 


TELEPHO! 




















ill, or a “very substantial” portion, of 
the total cost of local education. It is 
further proposed that the legislature 
lelegate optional taxing powers to the 
large cities which are compelled to give 
ocal services in excess of the needs of 


} 


cal taxpayers. 

North Dakota’s legislature will be 
asked to enact legislation providing 
for return to cities and villages of a 


£6.00 per capita share of state-collected 


taxes. 


1] 
niscellaneous 


City officials in Wisconsin want the 


ate to assume a greater portion of 


icatior and direct relief costs; to 


b tax exemptions; to cease imposing 


latorv expenditures on cities with 


nrovidinge new revenues to meet 
em: to increase the state gasoline 
n 4 te cents a gallon; and to 
n Cl} alities to impose a prop 
tax against motor vehicles at the 
Zz per cent of valuation as de 
te ned by the state department of 
7 

() ICE vernments want a large} 
( Tf ¢ evenue vielded by the state 
es tax. South Carolina municipaii 
eS ] isl ermanent continuance 1 
state s prese aleoholic tax wstri 
t me nder which 65 per cent 
es to the tate, 20 per cent to coun 
1S ] cent to municipalities. 
Oregon’s 1951 legislature will be asked 
lr’! ovel tT cities 10 pel cent yf 
tate liquor revenue. Operation f 
stores ) local governments as 
ans I isin revenue may he 

ed in Georgia 
Kentucky, where the next regula) 


eo1siative session 1S not schedu ed 
, 

952, municipalities want autho 

levy “all forms of excise taxes. 


‘ipal officials also have 


sed that the state drop its levy 
imissions to theaters and othe 
ements and tum that revenue 
ove te the cities. They also 
cate that the limits be increased 
1950 law empowering cities 

evy maximum annual tax of $30 
taxicabs and 12 cent per mile on 
ses using city streets not maintained 


the state. A larger share in stat: 


isoline receipts also is sought by Ken 


"1ties, 


Maryland’s 1951 legislature will be 


ed to eonsider the question of 
hether taxation of alcoholic beverages 
ould be restricted to the state level 
xv” continue to be imposed by _ both 


te and local governments. 
Governor MeMath has suggested that 
1951 Arkansas legislature consider 
educing the amount of money the state 
eturns to cities and counties. 
ested the 


He sug 
state grants to cities and 
sunties might be cut in half and this 


noney be given to schools. To 
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make 


up the difference, he proposed that the 
cities and counties seek a state con- 
stitutional amendment lifting the ceil- 
ing on property taxes local pur- 
poses. The governor’s proposal is being 


for 


strongly opposed by local government 
representatives. 
The 1950 


and Mississippi granted municipalities 


legislatures of Louisiana 


new authority to impose local sales 
taxes, while the New York legislature 
extended to smaller cities the power to 
impose specified non-property taxes for- 
held only by larger cities and 


The New York 


may be adopted locally on an optional! 


merly 
counties. levies, whic! 
basis, include taxes against retail sales, 
restaurant sales of $1.00 or more, con 
sumer utility bills, retail liquor licenses, 
amusement tickets, coin amusement ma 
business 
New York 
population or more 


held 


cent 


vehicles, 
hotel 
5,000 


chines, moto? gross 


receipts, and rooms. 
villages of 
were given authority, previously 
cities, to 
the 


porations o1 


only by impose a 1 per 


tax on gross income of 


utility cor 
their 


business wit] 1! boun 
daries. 
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Rules CDO Stations Effect 
Wage-Hour Exemption 


Wage-Hout Administrato} 
W. R. McComb, 1! a lette) To 


States 


Fede? al 
the 


United Independent Telephone 


Association, dated Dec. 14, has held 


that the provision in the Wage-Houw 
Law exempting operators in exchanges 
of 750 or less stations will not be effec 
tive when the combined stations of a 
control office and a community dial 
office exceed 750 in those instances in 
which the former provides toll infor 
mation and othe services for the 
latter. 

Commenting upon the administra 
tor’s ruling, the USITA stated: 

“The administrator’s ruling is com 


pletely at variance with an interpreta 
tion given us by his predecessor in 
1942. In a brief which our association 
filed with him last May, we went fully 
into the legislative history of our ex- 
emption and made argument in sup 
port of our position that switchboard 
operators at a so-called control office 
were exempt from the wage and hour 


provisions of the law even when the 
total number of stations of the ex- 
change exceeded 750. 

“In the meantime we have had two 
conferences with the administrator and 
members of his legal staff. . In this 
particular instance we are of the 


opinion that the administrator was in- 
spired to rule the way he did bevause 
of a disposition within the Wage-Hour 
Division to resolve any doubts in favor 
of giving recognition to a congressional 
intent to make a 75-cent minimum ap- 
plicable wherever possible. 
“According to a survey made by us 


Q FLOTROL 
OTHE ZU-Yeu 


BATTERY CHARGER 








IT REGULATES 
IT COMPENSATES 


Holds Battery Voltage Constant Within 
+ 1% With No Moving Parts and With- 
out Using Tubes, Motors, Relays, D.C. 
Stabilizers or D.C. Controlled Reactors 





Assures Continuous and Substantial 
Power Savings By Low Stand-By Losses 
Combined With Higher Overall Effi- 
ciency. For Details and Prices See Your 
Local Distributor. 


ORDER BY MODEL NUMBER 


FLOTROL CONSTANT VOLTAGE CHARGERS 








MODEL 60 C. INPUT RATING 

24A 1g 1.0 amp. 24V 
75A 16 3.0 amp. 24V. 
150A 1g 6.0 amp. 24V. 
300A 1p 12.0 amp. 24V. 
600A 1g 24.0 amp. 24V. 
1250A 39 50.0 amp. 24V. 
2500A 39 100.0 amp. 24V. 
*150D 1g 6 amp. 24V. 
3 amp. 50V. 

*300D 19 12 amp. 24V. 
6 amp. 50V. 

75B 16 1.5 amp. 50V. 
150B 1g 3 amp. 50V. 
300B 1g 6 amp. 50V. 
600B 1g 12 amp. 50V. 
1200B 1p 24 amp. 50V. 
12508 36 25 amp. 50V. 
2500B 36 50 amp. 50V. 
3750B 3g 75 amp. 50V. 
5000B 3g 100 amp. 50V. 
10KB 3g 200 amp. 50V. 


*Dual Range Chargers 


LORAIN 
PRODUCTS CORPORATION 
DEPT. P1122 F ST., LORAIN, 0. 





FLOTROL 
PaRTwles m= OFF EROARK ITY 


Sue-crcif 
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TO ALL men and women 


in the Telephone Industry 


around the world 





KELLOGG SWITCHBOARD AND SUPPLY COMPANY 








a tty qeteeettgettaget | last spring there are well over 100 changes are furnished with toll, int 

















iain Independent companies furnishing serv- mation, and assistance services throu. 
| ice of the kind described, that will be the exchange in which the operators | 
| | affected by the present ruling. They are located. You ask reissuance of 4) 
will be well advised to consider Mr. interpretation to this effect which . % 
1, Make Wf . | McComb’s letter with care and imme- contained in a letter dated Dec. 2. § 
Ce ANE « OVE | diately make a review of their wage 1942, from former Administrator VW 
practices in order to bring them ling to J. H. Agee, and request t 
: promptly into harmony with the mini- this interpretation be miodified to 
Siyjforowl mum wage, maximum hour and over- cord with the recent increase f 
time requirements of the Fair Labor 200 to 750 in the number of. stat 
: Standards Act. There is no doubt that permitted for exchanges in which 
| A oMer many companies will be compelled to .tion 13(a)(11) applies. 
make an upward adjustment in their “Your request for the reissuanc 
| , ‘ subscriber rate. Contacts should be the interpretation contained in the 
Ye M/, i ‘ / made without delay with local civic ter of Dec. 2, 1942. to J. H. Ave 
| AVCMSOHATEY SF VICEE and other groups and regulatory bodies your argument supporting the 
for the purpose of paving the way. pretation of Section 138(a) (11) 
“In the meantime your association which you contend, have received « 
TELEPHONE officers and our Employment Relations ful consideration. I have cone 
Committee will study the entire matte) upon the advice of the solicito 
with a view to determining what if labor, that the language and the k 
DIRECTORIES any action on the national level ca: lative history of Section 13(a) 
now be taken by our association.” would not justify the issuance of 
interpretation you request 
lhan HY Mher print # The text of Administrator McComb’s “In my opinion, if a public tele} 
, letter to USITA Executive Vice Presi exchange has more than 7 ) stat 
i i : ; for which the exchange provides ope 
dent Clyde S. Bailey follows: tor service. the exemption contain 
Section 138(a)(11) of the act 
. ‘ licable to an switchboard ope 
AKG C onnelley V. Tons “This will reply yo D pacgy + medias shecaen In sue! a situat 
which you urge that Section 13(a) (11) ST am convinced that it makee n 
ff? of the Fair Labor Standards Act, as cavemen that the tations ih ene | 
4 mflany amended, should me oe el ‘ : 750 are stations for which the 
empting the switchboard operator 01 change furnishes only to ay ee 
operators in a public telephone ex ik eeeidbhee nebeten tr seine 
ano QO 1, Ci. change which provides full operator the tact that aviematic dial canis 
Za ©, CA nd « ‘a MUCUGC service to not more than 750 stations, located in the same or 2 EF eee 
notwithstanding the fact that the num Pati satin Tea” sieiiditeatlon 
ber of stations actually serviced by temteaidinars tain ew ele adie 
such exchange exceeds 750 because the ae a aa er i none , 
wl, subseribers of one or more dial ex pee i ae aad 0) 
cadaneecane manana a . emptio. Ss applicable 
, : “T think these conclusions 
‘ 4 a = complete aceord with the lang 
Speed Up Drop Wire Installations “tiaeemmemmesmennn 
: ~ aa I find nothing in the statute o1 
* * 2 c " legislative history to suggest that ¢ 
with Kearney Drop Wire Clips a te peeing Gi cotagtin, © 
4 Was unconcerned vith the numbe 
stations actually serviced by the 
change in which the switchboat 
Installation is simple and fast — using only a erator is physically present. 
" “i = »] ve that no ee rte ded 
pair of ordinary pliers nei pec ams overator locate . 
an exchange which actually ser 
more than 750 stations merely bec 
the stations in excess of 750 are, 
most local calls, serviced through 
matic dial equipment located 7% 
other exrchange. 
“As you know, Section Lo(a) ( 1 
exempts switchboard operators, not i 
changes. I think it is only reason: 
to conclude that in referring t } 
switchboard operator in an excha j 


which has not more than 750 stat s 
the statute is intended to restrict 
exemption to an operator who wi 
in an exchange which has not n 
than 750 stations to which it furni: 
whatever operator service is neede 
fulfill the company’s obligations t« 
subscribers. In other words, the 1 
ber-of-stations limitation refers to 


JAMES R. tions for which operator service 
K ARN For complete information and actually provided by the exchang* 


ot a ‘obb question, and is not concerned 
Ss se 
P oe PO Peer or WrNe technical distinctions between 


changes or with the telephone « 
pany’s allocation, for purposes not 
germane to the exemption, of some 
such stations to an exchange that 
vides them with other and different 
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1. Insert the wire 2. Crimp the fastener 


3. Job is completed 





When installed, the Kearney Drop Wire Clip will stay in place. 
The wire is completely enclosed so that it cannot fall from the 
clip. It avoids spot loading, too, because 
it grips the wire over the entire length of 
the clip. 












ST.LOUIS, MO. 


JAMES R. KEARNEY CORPORATION 9.24.21 


ORY ia-la- 0d 
4236 CLAYTON AVE. ST. LOUIS 10, MO. Utility Equipment 














vices through automatic dial equip- 
it. 
It appears that an important factor 
vranting this exemption was the 
ern of Congress over the ability 
telephone to pay the 
mum wage to operators employed 
all exchanges where the volume 


insufficient to occupy 


companies 


isiness was 


met 4] 4] ; 
iii time ot the operator with ac 
vork during the period of duty. 
it think It follows, nowever, that 
ess intended to grant such relief 
espect to operators who are e1 
1! vork of proportionately 
‘ alue To The compat DeCauSse 
e consolidation in a single ex 
yperat Sse) 1c¢ fo. Sé era 
ges totaling more than 750 sta 
whic Se ice uid therwise 
be performed by s eral ind 
Clearly, by ¢ Ss lati} suc! 
f di and manual sta ns, 
e tor the compa! I ncrease 
( e Wo iring the it eriod 
nt he ne 750-statior ( 
\ ere ( ess nas rout 4 
wave S Hot istifiable ind 
( lhy Tea ble ] nna } «a 
ne r Siat e nisto} f the 
that ( noress nte ed 
¢ ef + +} tele I ne comp ec 
spect fT ic] em] eS 
7 ° 
Texas Council Reports on 
interstate, State Rates 
| | ; { } 7 
‘ . ‘ r 
I ] 
vile iT ( eve Stat 
f 4 t ) ~ | ct Te t 
( T T r St¢ é S 
( S ac SS tate nes 
¢ comp es ? iké eSS ) nN 
=T é S eS 
ne l itte id LT ae ¢ 
es 1opte ) the 
, rave 
i ¢ S l¢ sla | Mi es l ns 
State r W nee t | 
t ? ( 1) I egisiat 
? f 1) a sal TO? “i ite 
t f t state telephone con 
ft y 
( n ttee 7 the State evlSia 
ne ( made the study fut 
ey} Tec 
| 
iS lowa are the miv states 
do not regulate intrastate tele 
rates. City officials control local 


Federal Communica 


controls interstate 


ere appears to be little connection 


een low intrastate long distance 
es and the existence of state regula 


\ 12-minute day call for 100 miles 


Texas, for example, costs 


le a 100-mile 


$3.00, 
interstate call costs 
In seven other states, considered 
| 


cal, a similar call within the state 


cost from $2.65 to $3.95. 
More efficient equipment was given 
inter- 
volume of busi- 
ess between cities was another. 
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one reason justifying lowe1 


ite rates. A bigger 


The study committee found that 
since 1920 long distance rates in Texas 
have been reduced generally eight 
times and increased once, in 1948. 


Millard 


presented the 


Ruud, council staff member, 


report, which drew no 


conclusion as to the fairness of present 


long distance telephone rates within 


Texas, nor on the des rability of state 


regulation. 


It was pointed out that if the Texas 


e wishes to establish state 


could be done 


eithe) by 


creating a new board or by delegating 


control authority to a 


existing 


State 


agency, such as the Texas Railroad 


Commission. 
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W. E. Henges Made 
Graybar Vice President 
W. E. 


ice president of the G1 


Henges has been appointed 
aybar Electric 
ee according to an announcement by 


A. H. Nicoll, company president. 
Mr. Henvges vill continue 1 


capacity 


of assistant to the president, to whicl 
position he was appointed last Septem 
ber. Prior to that, he was district 
inage! it Clevelans for six years 
i at St. I s for t ears 
4 native f St. Louis, he oined 
Graybar he that city 1915 as a 
ece ng clerk and became a salesman 


member of the 


irectors Since 





Answers to Questions 
on Page 26 
(1) The 


head-set plug should 


be kept in the right-hand pai 
f jacks at a switchboard posi 
tion. W he? it IS necessary to 


plug into the left-hand jacks to 


relieve anothe) employe, the 


head-set plug should be trans 


] 


ferred to the right-hand jacks as 


soon as possible after the othe 


employe has removed her plug. 
(2) Attach a cord clip to the 
listening key in an upright posi- 
tion. 
(3) Fasten the cord pair to 


gether with a cord clip at any 


convenient place as soon as you 


become responsible for a verbal 
clearance or when it is necessary 
to identify certain special classes 
of calls. 

(4) The clip 
tached on the trunk 
the trunk jack if 
venient reach, otherwise near the 
keyshelf, but 


should be at 
cord near 
within con- 
above idle cord 
pairs. 


(5) No. 











EXTRA Holding Power 
QUICKLY Installed 
TOUGH For long life 








EVERSTICK 
ANCHORS 


For new construction and maintenance 
— Everstick Anchors speed up work and 
provide dependable anchorage on all 
types of jobs. Made of resiliant, rust 
resistant malleable iron. The toughest 


anchors made. Write for bulletin. 


EVERSTICK ANCHOR CO. 


FAIRFIELD, IOWA 











CEDAR POLES 
FIR CROSS ARMS 


Quick 
Truck Shipments 
from our Ohio yard 


Also yards at 
Minneapolis 
and Haley, idaho 


R.G. HALEY & C0., Inc. 


SPITZER BLDG. 
TOLEDO 4, OHIO 




















CLASSIFIED SECTION 


Rates 15 cents per word payable in advance. Minimum charge $3.00 for 20 words or less. 





FOR SALE FOR SALE FOR SALE ~ JA 








ENTIRE STOCK IN MAGNETO NEW IMPROVED GRANBY ELEC- = 





























EXCHANGE located in North East | TRIC KICK COILS. Sample mailed | HANDSETS P 
Kansas. 1949 gross after Bell com- | for your approval on request. $4.00 Brand New W.E. FIAW3 with 3 Cond. 
ans ; : b : COU kn .xscncas $6.50 § 
mission $11,000. Selling price less than | each unmounted or mounted on strips of Brand New North Electric with W.E. : 
twice that amount. Write Box No. | five or 10. Granby Electric Supply Co., aa ke ue ok’ ioe * 
2941, c/o TELEPHONY. Melrose, Minn. new 3 Cond. Cord $4.95 § 
Rebuilt like new Kellogg Handsets with 
new 3 Cond. Cord $4.50 £ 
Rebuilt like new A.E. Handsets with 
sta nn Siaments = oon F cond. ore $4.95 E 
y ‘ 4 y ‘ ‘ _ ‘ e , Y = e 
BUCKINGHAM CLIMBERS with 500 Used Stromberg-Carlson No. 1155 BRAND NEW mipiwmmaive Tt 
straps and pads. Used $2.50, new $4.00 Steel Wall Telephones. .. .$3.50 ea. Terms: Check with order FOB Brooklyn, N. Y 
ig seat ft ; 500 Used Stromberg-Carlson No. 1156 
per pair. M. J. Arvig, Melrose, Minn. ated a Desk Sete a oe = EASTERN TELEPHONE COMPANY | 
ee : : P Frequencies: Straight line, 16-2/3, 204-—Hth Ave. — MAln 41882 — Greskiyn 15. 0 | 
33-1/3, 50, 66-2/3 cycles. — 
MAGNETO EXCHANGE 470 sta- Write Box No. 2973, c/o TELEPHONY 
tions; northeast Nebraska; gross $14,- FIRST AID KITS 
300. Price and terms reasonable to right FOR LINE TRUCKS AND STATIONS 
party. This is a deal worth investigat- 35 EACH a yt 
i Trite c No. 2! »/o TELEPH- w.E. loading coil 71FG $300.00 
ae Write Box No. 2981, c/o TELEPH Chest set (new) with Fi transmitter... 31.95 Ea $635 COMPLETE AS NEEDED : 
NY. ; it, equive Ace: z 
ee $100 Ea. MEDICAL SUPPLY COMPANY ‘| 
—— - - - ‘ = me Telegraph filter F/2 GG (new) $25.00 Ea. 1027-A W. STATE ROCKFORD, ILL Fe 
W.E. 635 A transmitter $2.50 Ea. SUPPLIERS TO BELL TELEPHONE SYSTEM 
Nicopress Tool 17-2 (new) : $2.00 Ea. 
AVAILABLE May z, 1951—Strom- Shipments F.0.B. Simpson, Pa. 
berg-Carlson 12-position C.B. switch- TELEPHONE ENGINEERING CO. 
board, consisting of three rural posi- SIMPSON, PA. PORTABLE 3 
tions equipped for sve dialing; § : : : : 
is equipped for sleeve dialing; 9 Power Driven Switchboard Plug Polisher | § 
positions C. B. Super Service five-party 
harmonic ringing—1400 C.B. Lines; 160 FOR TELEGRAPH — TELEPHONE — 
Rev. Mult. Lines; 70 R.D. Toll Trunks; REPEATING COILS Ciél, NEW $ 1.25 RADIO 
40 Paystation Lines; 30 Mag. Rural LOADING COIL, W.E. ‘153 with F AST—EFFICIENT—-DEPENDABLE 
Lines; 10 Out C.B. Trunks; 10 In C.B. No. 638 Coil, 4 —~ SOMETHING NEW IS BEING 
Trunks; 10 2W C.B. Trunks; 20 Re- ee THLLD TGLEPMONES, lacedaa ADDED a 
cording Trunks; 15 Toll to Local Generator, Handset, Ringer, etc TO MAKE PLUG POLISHING : 
Trunks; 27 Local to Rural Trunks; 1 Guaranteed Perfect 10.00 A PLEASURE j 
Test Desk. a oe eee ae, NOW BEING USED EXTENSIVELY BY LARGE| | 
‘ ‘ ‘ RAILROAD, TELEPHONE & TELEGRAPH 
21 Cell Storage Batt.; 2 Interrupters; RELAYS W.E. R603, 20 on strip 12.50 COMPANIES 
1 Power Panel; 1 25A M.G. Set. Write for complete data, prices, etc. 
THE KITTANNING TALLEN co., Inc. (Patents pending) 
77 a aes, 562 Atlantic Ave., Brooklyn, N. Y. 
TELEPHONE CO. = ge agg THE W. C. DELZELL COMPANY 
Kittanning, Pa. ; 3 P.O. Box 950 Yuma, Arizona 




















RECONDITIONED | IN STOCK 
*x*x W-110-B, tw. pr., WP tel. wire; 
BATTERY CHARGERS 4 steel, 3 copper strands per 
cond., on One mile steel reels, 


UNUSED @ $7.50/mile. 


W.E. CO. KS-5364 FULL WAVE TUBE TYPE INPUT—105/125, 190/250 +n te e Gome, Waex. linet 
VOLTS, 50 TO 60 CYCLE A.C. OUTPUT 17 TO 80 VOLTS D.C. inched, cam ke tned be, Bowe 
| TO 12 AMPS. ft. Gty, discounts. 
sal Rog Pg 
CHOKE OR REACTANCE COILS, FUSE PANELS AND RESISTANCE inside tel. wire, mew, spec. grade 
LAMP STRIPS FOR ABOVE. te Friction Tape, 3-8," New” @ 
xk* etd Boxes, 3 cell, New @ 

$1.10 ea. 
POWER UNITS On rr ae 
bar ‘in ‘output.’’ New or ee 
W.E. CO. KS-5925-LOI. INPUT 105/125 VOLTS, 50 TO 60 CYCLE tk Central Office Proteciors, 20 pair, 
A.C. OUTPUT 120 VOLTS D.C. .02 AMPS. i. aun con a 


heat coils @ $10.00 ea. 
IMMEDIATE SHIPMENT All material fully guaranteed. 


ASK FOR CIRCULAR 1150-B Terms: Net; FOB New York. 
TELE-WIRE SUPPLY 


BUCKEYE TELEPHONE and SUPPLY CO. | | isrssson ar teleptone supp 


COLUMBUS 6. OHIO 136 Maiden Lane, New York 7, N.Y. 
, Whitehall 3-5865 
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CALL 1S FOR PBX SWITCHBOARD QUALITY 


in modern American offices, a good-looking switchboard is considered 

as much a part of the company’s “front” as a pleasant, intelligent receptionist. 

From the operating company’s viewpoint, the switchboard placed in a subscriber’s 
premises must fit that user’s specific needs and require the minimum of maintenance. 
The Stromberg-Carlson line of switchboards combines the most modern styling with 
the technical benefits of more than 50 years’ experience — and a production-line 


technique of manufacture evidenced in surprisingly modest prices. 





weeTe peeverrrssy 
NO. 201 SePrrrees eens OE 
PBX . ¥ | 


A PBX with the same operat- re ae 
ing characteristics as the No. ML Wo 
127, but larger capacity: 180 vipabahiene rept 


ee ae 


lines (10 jacks per strip), or 
300 lines (20 jacks per strip). 





For use up to capacities which 
can be best served initially by 
a single-position board. Plug- 
ended trunks; connects with a 
common-battery, magneto or 
dial central office. Capacity, 
100 lines. Also available with 
jack- ended trunks — Code 
Number 128. 





tlanta 3, Chicago 6, Kansas City 8, San Francisco 3. In Canada: Stromberg-Carlson Co. Ltd., Toronto 





VFERCOMMUNICATION SYSTEMS © TELEVISION, RADIOS AND RADIO-PHONOGRAPHS 
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INSPECTION SERVICE 


Of poles, crossarms, and preservative treat- 


Analyses of wood preservatives. | | 
inspectors stationed throughout U.S.A. 


BELL COMPANIES’ POLES ARE INSPECTED. 


A. W. WILLIAMS INSPECTION CO. 
MOBILE, ALA. 


ments. 








Serving the West 
POLE LINE MATERIAL & 
SPECIALTIES 


JACK PRUZAN CO. 
109 Jackson St. Seattle 4, Wash. 
Service—Dependability—Economy 
The only independently owned Seattle 
Pole Line Hardware distributor 





TREE TRIMMING—LINE CLEARANCE 
COMPLETED AS MANY AS FIVE JOBS SAME 
CUSTOMER. SATISFACTION GUARANTEED. 
SERVING MISSOURI AND ADJOINING 
STATES. 
DAVIS CONSTRUCTION CO. 
Sullivan, Mo. 








Cable Splicing—Repairing—Cable Plant Con- 
struction—Aerial Spinning and Underground 
Trenching—Line Construction — Switchboard 
Repairing ALL WORK GUARANTEED 
WILTON ELECTRIC & TELEPHONE 
CONSTRUCTION CO. 
ANDY MUELLER 


Wilton Jct., lowa Telephone 21 








"A REEL SERVICE" 
Payout & takeup reels for drop wire-house 


wire and Hi-line. Power and hand driven 
coiling reels and wire measuring equipment. 


NEAL COMPANY 


318 NO. 18th ST. OMAHA, NEBRASKA 

















B. J. Carney & Co., 100 N. 7th St., 
Minneapolis, Minn.—Western red cedar 
poles. Pentrex Butt Treated or Plain. 








Cascade Pole Co., P.O. Box 743, Ta- 
coma, Wash. — Creosoted Douglas Fir 
and Cedar Poles. 








Cc. M. Christiansen Co., Phelps, Wis.— 








Northern White Cedar Poles, plain or 
butt treated. 
Dierks Lumber & Coal Company, 


Creosoting Division, 700 Dierks Bldg., 
Kansas City, Mo. — Pressure creosoted 
yellow pine poles at our modern plant 
at Process City, Ark., near DeQueen. 








Eppinger & Russell Co., 80—8th Av- 
enue, New York 11, N. Y.—Creosoted 
‘oles and Cross Arms, Plants: Jackson- 


ville, Fla., Norfolk, Va., Eddington, Pa. 











_ldahe Pole Co., Sandpoint, Itdaho.— 
; Cedar, Lodgepole, Fir or Larch poles 

utt, open tank or pressure treated 
with pure creosote. Plants at Sandpoint, 
| daho; Bozeman, Montana; Milwaukie, 
| Oregon and Minneapolis, Minnesota. 
} 7 elephone or telegraph inquiries collect 
} ‘or prompt service. 








tw international Creosoting and Construc- 
| on 


Co., Galveston, Texas.—Creosoted 
Southern Yellow Pine Poles. Plants 
Beaumont and Texarkana, Texas. 








Montana Pole & Treating Plant, Butte, 
Montana — Fir Lodgepole Pine Poles. 
Sutt-treated or Full-length treated with 

; “reosote or Penta. 








| __T. M. Partridge Lumber Co., Minne- 
i apolis, Minn.—Northern White—Western 
Red Cedar Poles, Plain or butt-treated. 

















WANTED TO BUY 


BD-71 and BD-72 SWITCH- 
BOARDS, new or used; also, new spare 
parts. State condition and lowest price. 
Amber Co., 393 Greenwich St., New 


York 13, N. Y. 






Cedar Poles 
THE MAC GILLIS & GIBBS CO. 


1615 E. Royall Place, Milwaukee 2, Wis. 


Northern White and Western Red Cedar 
Creosote and Pentachlorophenol 
Treatments 





















ATLANTIC 
Creosoting Co., Inc., 17 Battery Pl., N. ¥. C. 
Creosoted Pine Poles 
Crossarms .. Conduit 
PLANTS AND OFFICES 
New Orleans, La. Jackson, Tenn. Boston, Mass. 
Winnfield, La. Louisville, Miss. New York, N. Y 


Norfolk, Va. Savannah, Ga. _ Philadelphia, Pa. 
Annapolis, Md. Chicago, III. 





HELP WANTED 


WANTED—EXPERIENCED STA- 
TION INSTALLERS, LINEMEN and 
CABLE SPLICERS. Write: Neale 
Construction Co., Inc., 432 W. Crane 
St., Topeka, Kan. 


EXPERIENCED SWITCHMEN TO 
SERVICE DIAL CENTRAL OFFICE 
EQUIPMENT. Please send photograph 
and details of experience. Write Capi- 
tal City Telephone Co., Jefferson City, 
Mo. 


CABLEMAN FOR CLASS “A” 
COMPANY in Southeastern Pennsyl- 
vania. In your reply please state your 
qualifications and expected _ salary. 
Southern Telephone & Telegraph Co., 
Quarryville, Pa. 


EXPERIENCED TELEPHONE IN- 
STALLER—REPAIRMEN AND 
CABLE SPLICERS. Good pay and 
pleasant working conditions in a mild 


climate are offered by a progressive 
Class A Independent telephone com- 
pany. Write: Plant Supt., Durham 


Telephone Co., Durham, N. C. 


EXPERIENCED CABLE SPLICER 

capable of doing all maintenance and 
new construction pertaining to cable 
plant; 90 per cent of all cable plant 
underground. Permanent position for 
qualified person. Send letter of appli- 
cation with reference to: Manager, 
Winter Park Telephone Co., P.O. Box 
256, Winter Park, Fla. 





CABLE SPLICERS 
WANTED 


OPPORTUNITY FOR FIRST 
CLASS CABLE SPLICERS. 


JOBS OPEN AT TOP WAGE 
SCALES, WITH VACATION 
AND HOLIDAY PAY. ALSO 
EXTRA INCENTIVE PAY PLAN. 
IF QUALIFIED— 


CALL 4-2621 
TOPEKA, KANSAS 




















































Installation Specialists 


CENTRAL OFFICES 
INSTALLED—MODIFIED—ENLARGED 


COMMUNI-CATERING 


P.O. BOX 6712 CHICAGO 7, ILL. 








CYRUS G. HILL 


ENGINEERS 


PLANT — TRAFFIC — COMMERCIAL 
VALUATIONS AND ORIGINAL COST 
231 S. LA SALLE ST., CHICAGO 4 








EDWIN T. MAHOOD 
CONSULTING TELEPHONE ENGINEER 
627 WEST 67TH STREET 
KANSAS CITY 5, MO. 
JACKSON 4452 








SLOAN, COOK & LOWE 


CONSULTING ENGINEERS 
120 SOUTH LA SALLE STREET 
CHICAGO 


Appraisals—Original Cost Studies 
Depreciation, Financial, and Other 
Investigations 








G. LOUIS WELLER 
CONSULTING ENGINEER 
1203 Nineteenth Street, Northwest 
Washington 6, D. C. Sterling 1122 


Equipment, Plant, Traffic and Management 
Engineering 
Rates Valuations Investigations 








TELEPHONE CONSTRUCTION, Inc. 


CONSULTING, ENGINEERING, INSTALLA- 

TION, CONSTRUCTION AND _ MAINTE- 

NANCE OF TELEPHONE EQUIPMENT AND 
LINES 


C. H. DAUBENDIEK, Secretary 
Box 267—Telephone 662 
JEFFERSON, IOWA 








ELECTRIC & TELEPHONE 
Line Construction Co. 
(Henkels & McCoy) 


We construct and maintain overhead and under- 





ground lines; install stations; trim trees for 
clearance; cut and spray rights-of-way. 
Philadelphia 6100 N. 20th St. Tel. TENN. 9-7000 
Trenton 4238 S. Broad St. 5-7060 

Erie 616 Baldwin Bldg. 4-7709 
Altoona 1405 22d Ave. -6470 
Wilmington 844 Tatnall St. 5-2610 
Eimira 406 Race St. 9085 
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SERIES 
TELEPHONE 


COMBINE BEAUTY 
AND STRENGTH 








Throughout the world 
nylon is known for beauty. 
Throughout the Telephone 


are known for their 
outstanding features. 


many 


Appearance of beauty and 
fine quality...a mere glance 
at Runzel Nylon Cords will 
prove this. 

Ease of handling . . . Runzel 
Nylon Cords do not twist or 
“curl-up’’. 

Better service...the smooth 
texture of Runzel Nylon 
Cord cuts down wear; with 
stands rugged handling 

A complete line of cords for 
every type of instrument... . 
correct in every detail and 
specification. 

Thermoplastic insulation... 
waterproof to moisture and 
harmful solvents. 

Flexibility . . essential to 
all types of instruments and 
switchboards; this feature is 
due to our method of fabri 
cating with fine tinsel wire. 


ale ete 


RUNZEL 

















CORD AND WIRE CO. 
4727 WEST MONTROSE AVE. 
CHICAGO, ILLINOIS 





Industry, Runzel Nylon Cords 
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1 adjuster, who telephone subscriber’s line. The prit 
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telephones operate. The type 32A (B 
Strowger automatic telephone equip 
Electric Co. Ltd. Every week some 1 


embly lines and are despatched { 


AUTOMATIC TELEPHO 


Export Department: Strowgs« 
Telephone: TEMple Bar 9 
Strowger W 





PRODUCTS OF THE COMPANY INCLUDE: DIRECTOR 
QUIPMENT, AUTOMATIC TRUNK EXCHANGES, RURAL AUTOMA 
UTOMATIC BRANCH EXCHANGES, SINGLE AND MULTI-CHAND 
ONTROLLED TELEPHONE EQUIPMENT, CENTRALISED SUPERV 
RYTHMATIC’’ RIPPLE CONTROL EQUIPMENT; ‘‘ELECTRO-MATIC 
ND COLLIERY SIGNALLING EQUIPMENT. 
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t mechanisn 


el 





move Foam First Principles to Finished Product 


for the automatic selection of a 


adopted was s 


) logical, straight- 

ugh the intervening years to the 
-thirds of the world’s automatic 
elector is the basic component of 
ured by Automatic Telephone & 
se selectors leave Strowger Work: 
s of the world 


ECTRIC CO. LTD. 

je] Street, London, W.C.2. 

5: Strowgerex, London 

, England. 

TOR AUTOMATIC TELEPHONE EXCHANGE 
PRIVATE AUTOMATIC EXCHANGES, PRIVATE 
RANSMISSION EQUIPMENT; INTERCOM KEY- 


INDICATION AND CONTROL EQUIPMENT; 
JATED TRAFFIC SIGNALS; MINE TELEPHONES 











ESPECIALLY SUITED TO 
THESE “TIGHTENING TIMES” 
NORTH MCXR GIVES YOU 


MORE SWITCHING with less critical 
material. 


MORE SWITCHING with less installation 
labor. 

MORE SWITCHING in less floor space. 
MORE SWITCHING without service cut- 
outs. 

QUICK AND EASY ADDITION of more 
switching as you need it, with MCXR inter- 
changeable jack-mounted strips. 


rq ; " 
Ask ror a Gemonstratioz 


IT'S LATER THAN YOU THINK! 


If your switchboard and telephone 
needs for five years to come are not 
filled, you'll be smart to order now. 
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SEE IT IN 
OPERATION 
YOURSELF... 


advanced design 
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